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Introduction 


The orthodox history of the plan for the extermination of the Jews that was 
allegedly implemented at Auschwitz between 1942 and 1944 begins, as is 
well known, with an impalpable event: the first homicidal gassing in the 
basement of Block 11 of Auschwitz. This deed is said to have taken place 
between September 3 and 5, 1941, and to have led to the death of 250 sick 
detainees and 600 Soviet prisoners of war. I dedicated an in-depth study to 
this alleged event in 1992' - published in English^ and German^ in a re¬ 
vised, corrected, and enlarged edition - in which I demonstrated that this 
event has no historical foundation. 

Orthodox historiography affirms that, because the basement of Block 11 
caused too much time to be lost in ventilation, the homicidal gassings were 
subsequently moved to the morgue (Leichenhalle) of Crematorium I, the 
old crematorium {altes Krematorium) at Auschwitz, and that this space was 
then equipped with a ventilation device to make it suitable for such a pur¬ 
pose. There is, however, no trace in the documents of any such criminal 
use of this facility. 

Initially at least, the homicidal activity, which allegedly went on in this 
morgue, is said to have been of an experimental nature aiming at a refine¬ 
ment of the method used. As in the case of the “first gassing,” this activity 
rests entirely on testimony. In view of the total absence of documentary 
confirmation, this alleged milestone of the orthodox narrative of the camp 
was for decades relegated to the murky sidelines of historical research, 
generally dealt with in a few pages, if not a few lines of text. 

In the present study, which is the logical sequel to Auschwitz: The First 
Gassing, I shall examine the topic of the alleged gassings in the morgue of 
Crematorium I from three converging viewpoints: the origin of the account 
and its development in the testimonies; the ventilation projects for Crema¬ 
torium I and their implementation; and the material and documentary evi¬ 
dence. 

The conclusions of this three-pronged approach, as we shall see in the 
chapters that follow, squarely contradict the assertions of orthodox histo¬ 
riography and lay bare the true nature of their shaky conjectures, which 
have no objective backing. 

* C. Mattogno, Auschwitz: la prima gasazione. Edizioni di Ar, Padua, 1992. 

^ C. Mattogno, Auschwitz: The First Gassing. Rumor and Reality, 3rd ed., Castle Hill Pub¬ 
lishers, Uckfield 2016. 

^ C. Mattogno, Auschwitz: Die erste Vergasung. Geriicht und Wirklichkeit, 2nd ed., Castle 

Hill Publishers, Uckfield 2014. 
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Chapter 1: 

The Origin of the Homicidal Gassing Story 


1.1. The “Gas Chamber” of Crematorium I in the Reports from 
the Secret Resistance Movement at Auschwitz 

From April 1941 onwards, various resistance groups that had sprung up 
among the detainees regularly sent out detailed reports on the events in the 
camp, which were then collected and disseminated hy the Polish govern¬ 
ment in exile in London. These reports, published hy the Auschwitz Muse¬ 
um as a hook of nearly 200 pages,refer several times to rumors relating to 
the first alleged gassing in the basement of Block 11 - which, however, is 
never mentioned^ - as well as to the alleged homicidal activity in the two 
provisional gas chambers at Birkenau, the so-called “Bunkers” - likewise 
never referred to by that name.® 

On the other hand, these reports are practically silent about homicidal 
gassings which allegedly went on for a good 14 months in the morgue of 
Crematorium I. The crematorium of the Auschwitz camp comes up for the 
first time in a report dated June 1942, which merely states:^ 

“The bodies of those who die in the camp are taken to the crematorium, which 
can burn only 200 persons [corpses] per day, though; the remaining corpses 
are taken to Brzezinka [Birkenau] and buried in graves dug for that purpose. 
The corpses of those who have been gassed are also buried there. ’’ 

The next reference to the crematorium is contained in a “letter written from 
the Auschwitz camp” dated August 29, 1942:* 

“Every day, two fully loaded carts, which contain some 150 persons [corpses], 
go to the crematorium, which has been enlarged and remodeled to absorb 200 
persons [corpses] in 24 hours. " 


“Oboz koncentracyjny Oswi^cim w swietle akt Delegatury Rz^du R.P. na Kraj” (The 
Auschwitz Concentration Camp in the Light of the Proceedings of the Delegatura of the 
Polish Government in Exile), Zeszyty oswi^cimskie, special no. I, Wydawnictwo Panst- 
wowego Muzeum w Oswi^cimiu, 1968. 

^ Ibid., pp. 11, 15, 16, 52, 67. Cf. C. Mattogno, op. cit. (note 2), pp. 31-36. 

® Cf. in this respect my study Debunking the Bunkers of Auschwitz: Black Propaganda 
versus History, 2nd ed., Castle Hill Publishers, Uckfield 2016. 

^ “Ohoz koncentracyjny.. op. cit. (note 4), p. 34. The last sentence refers to the alleged 
temporary gas chambers of Birkenau. 

* Ibid., p. 42. 
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The “Memorandum on the situation in the country for the period of Octo¬ 
ber 11 through November 15, 1942” gives the following information:® 

“The ojficial book of the detainees who have been burnt so far in the cremato- 
ria^^^^ of Auschwitz lists as of August 15 some 18,800^^^^ surnames of martyrs 
for this camp. Not mentioned in this book are the tens of thousands who are 
sent to Auschwitz merely for the purpose of being exterminated there immedi¬ 
ately in the gas chambers [w komarach gazowych], ” 

The only reference to the alleged gas chamber in Crematorium 1 appears in 
a report of November 1942: 

“There are two poisoning sites: in the camp crematorium (capacity 400 per¬ 
sons) and at Brzezinka [Birkenau], where several considerably larger houses 
near the forest have been converted for this purpose. ’’ 

Surprisingly, for the 14 months of the operation of the “gas chamber” in 
Crematorium 1, where several tens of thousands of people are said to have 
perished, no detainee in the camp noted anything, and the “truth” was dis¬ 
covered by the resistance movement of the camp only a few weeks before 
such activity allegedly ended! 


1.2. Origin and Development of the Official Version 

Between February 14 and March 8, 1945, an investigative Commission 
consisting of the Poles R. Dawidowski and J. Dolihski as well as the Soviet 
citizens V.F. Lavrushin and A.M. Schuer drew up a report on the “gas 
chambers” and the crematoria of Auschwitz-Birkenau, which contains the 
following passage on Crematorium 1:'^ 

“In early 1941, a crematorium, designated as Crematorium #1, was started up 
in the Auschwitz camp. It had two furnaces with two muffles each, heated by 
four coke gasifiers. At the end of 1941, in September or October,^^*^ a third 
furnace with 2 muffles of the same type as the first two was set up in the same 
place [the furnace room]. Each muffle could accommodate 3 to 5 corpses at 
one time, cremation lasted one hour and a half, and the number of corpses 
cremated amounted to 300 to 350 per day. 


^ “Oboz koncentracyjny.. op. cit. (note 4), p. 56. The report is dated November 15, 
1942. 

“w krematoriach;” as is well known, at that time there existed only one crematorium, the 
one at the Main Camp (Stammlager). 

" The accuracy of this figure cannot be verified, because the registers of the cremations 
have not been preserved. 

“Oboz koncentracyjny.. op. cit. (note 4), p. 69. 

GARF, 7021-108-15, pp. 2f. This report exists in a number of copies. 

The date is in error, Cf. Chapter 5.3. 
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Next to this crematorium there was a gas chamber, which had, at either end, 
gas-tight doors with peep-holes and in the ceiling four openings with hermetic 
closures through which the ‘Ziklon ’ for the killing of the persons was thrown. 
Crematorium I operated until March 1943 and existed in that form for two 
years. ” 

On the basis of rather fanciful assumptions (an operational period of 14 
months, an activity coefficient of 0.5 and a monthly capacity of 9,000 
corpses), the experts then calculated a total of 63,000 corpses as having 
been cremated,'^ but did not specify whether these were victims of the al¬ 
leged gas chamber. 

The description was very terse, because the Soviets had not yet found 
either witnesses or documents regarding the homicidal use of the cremato¬ 
rium. Such a use was evidently assumed on account of the three gas-tight 
doors {GasschutztUren), which, as we shall see in Chapter 6, had been in¬ 
stalled in late 1944, when the crematorium was converted to an “air-raid 
shelter for the SS hospital with operating room” (Luftschutzbunker fur SS- 
Revier mit einem Operationsraum). This is confirmed by the fact that, in its 
original state, the morgue did in fact have two doors, but not “at either 
end.” That was the case in the February to March 1945 period. 

The serious gaps of the Soviet Commission were only partially filled a 
few months later by a Polish detainee, Stanislaw Jankowski (see Chapter 
3.1.). He created the literary basis of the story about gassings in Crematori¬ 
um I, which, however, went nearly unnoticed by interrogators and histori¬ 
ans alike. 

On September 26, 1946, at the request of Jan Sehn, the investigating 
judge in the trial of Rudolf Hoss (March 11-29, 1947) and that of the 
Auschwitz camp garrison (November 25 to December 16, 1947), the engi¬ 
neer Roman Dawidowski drew up a lengthy technical opinion on the al¬ 
leged extermination installations at Auschwitz-Birkenau. On the subject of 
criminal activity in Crematorium I, this expert wrote:'® 

“One now began to poison people regularly with Zyklon B and to use for that 
purpose the Leichenhalle (morgue) of Crematorium I (photograph This 

chamber had a floor area of 65 square meters - 17 by 4.5 meters^^^^ - and on 
both sides had a gas-tight door. Gassing took place by dumping the contents of 
Zyklon cans through openings in the ceiling. ” 

The opinion states furthermore that from March 1942 onwards thousands 
of Jews arrived at Auschwitz every day and that “the gas chamber of 


Ibid., p. 19. 

AGK, NTN, 93; Hoss trial, vol. 11, pp. 26f. 

This concerns the plan of Crematorium I, Topf D 59042, of September 25, 1941. Cf. 
Document 3 in the appendix. 

** Calculation error: 17x4.5=76.5. The morgue measured 17x4.6=78.2 m^. 
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Crematorium I turned out to be inadequate for their liquidation.” The al¬ 
leged gassings were, therefore, moved to the so-called “Bunkers” of Birke- 
nau. 

Toward the end of 1946, Jan Sehn summarized the results of this re¬ 
search in a long article entitled “The Auschwitz Concentration and Exter¬ 
mination Camp.”'^ In the chapter on the “gas chambers,” he simply includ¬ 
ed the corresponding passage from Roman Dawidowski’s opinion, includ¬ 
ing the error about the floor area, and adding the mistake of the Soviet ex¬ 
perts with respect to the position of the gas-tight doors:^° 

“From there on, subsequent gassings took place in the gas chamber of Crema¬ 
torium I. This chamber had a floor area of 65 square meters and a gas-tight 
door at either end. Gassing was effected by dumping through openings in the 
ceiling the contents of the cans, which gave off a toxic gas. From that time on, 
gassing of persons increased systematically. ” 

Also in 1946, Filip Friedman, director of the “Jewish Historical Commis¬ 
sion in Poland,” published a book on Auschwitz, “compiled from official 
records and evidence and eyewitness accounts,” in which he writes the fol¬ 
lowing:^' 

“The same year [1941] permanent gas installations were installed in two 
peasant huts at Brzezinki (Birkenau). The bodies of the gassed people were 
buried near the huts. By the spring of 1942, the bodies began to rot and smell, 
and steps were taken to build a crematorium in which to burn the corpses. This 
was the origin of the first small crematorium with a gas chamber at Oswiecim. 
It was, however, still only an improvisation on a small scale. ” 

Thus, inverting the actual sequence of events according to orthodox histo¬ 
riography, he has the so-called “Bunkers” at Birkenau come into being in 
1941^^ and makes the installation of Crematorium I a subsequent event. 

The written verdict of the Hoss trial (April 2, 1947) devotes less than 
one line to the problem of alleged homicidal gassings in Crematorium 

“Gassing of detainees was introduced in the area of this camp in 1941, initial¬ 
ly in the basement of Block 11, later in the morgue of Crematorium /[...].” 

The indictment in the trial of the Auschwitz camp garrison (November 
1947) was just as laconic in this regard:^"' 


Jan Sehn, “Oboz koncentracyjny i zaglady Oswiecim,” in: Biuletyn Glownej Komisji 
Badania Zbrodni Niemieckich w Polsce, vol. I, Poznan 1946, pp. 63-130. 

Ibid., p. 121. 

F. Friedman, This Was Oswiecim. The History of a Murder Camp, The United Jewish 
Relief Appeal, London 1946, pp. 18f. 

According to the orthodox historiography, “Bunker 1” went into service in March or 
May 1942, “Bunker 2” in June 1942. 

23 AGK, NTN, 146z, p. 31. 

2^ RGVA, 7021-108-39, p. 37. 
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“Then the gassings took place in a special chamber in Crematorium I, and lat¬ 
er also in the so-called Bunkers 1 and 2 at Birkenau, in farmhouses, whose in¬ 
habitants had been removed. ” 

In 1949, Bruno Baum, an ex-detainee of Auschwitz who had organized the 
German resistance group, published a hook specifically dedicated to the 
camp resistance. As such, Baum was no douht one of the hest-informed 
former inmates about events in the camp, but still, regarding the alleged 
gassings in Crematorium I, he had nothing better to say than the few lines 
that follow:^® 

“One day, the news spread that in the old crematorium of the Main Camp they 
had tried to kill detainees by means of gas. This information was soon con¬ 
firmed. ’’ 

And that is all. 

When the Central Commission for the Investigation of Hitlerian Crimes 
in Poland published a Polish-language edition of the so-called memoirs of 
Rudolf Hoss in 1956,^® historians, who so far suffered from a lack of in¬ 
formation about the claimed gassings in Crematorium I, had now access to 
the statements of the Auschwitz commandant. 

Together with the “report” by Pery Broad - drawn up on July 13, 1945, 
then lost, later miraculously rediscovered for the Frankfurt Auschwitz trial 
(December 20, 1963, to August 20, 1965), but not in its original form, of 
which no one knows the whereabouts - the Hoss paper became the key¬ 
stone of the evidence concerning the claimed reality of homicidal gassings 
in Crematorium I and would invariably be referred to in the orthodox liter¬ 
ature. 

The year 1958 saw the publication of the German version of a book 
written by Ota Kraus and Erich Kulka, which had first been published in 
1946. It claimed to be a detailed history of the Auschwitz camp, entitled 
The Factory of Death {Die Todesfabrik). In the chapter dealing with “the 
first gassing experiments” (die ersten Vergasungsversuche), the authors 
make the following rather terse remarks:^’ 

“The first mass gassing of transports at Auschwitz took place in early 1942 in 
the only crematorium then available at the Auschwitz I concentration camp. 
Prior to that, physically weak detainees, mainly Russian POWs, had been 
killed in smaller groups by means of gas. 

The Auschwitz crematorium was small. It had a gas chamber for 600 to 800 
persons and six cremation furnaces. 

B. Baum, Widerstand in Auschwitz. Bericht der internationalen antifaschistischen La- 
gerleitung, VVN-Verlag, Berlin-Potsdam 1949, p. 11. 

Central Commission for the Investigation of Hitlerian Crimes in Poland (ed.), 
Wspomnienia Rudolfa Hdssa komendanta obozu oswigmciskiego, Wydawnictwo Prawn- 
icze, Warsaw 1956. 

O. Kraus, E. Kulka, Die Todesfabrik, Kongress-Verlag, Berlin 1958, p. 110. 
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A further victim of mass execution by gas was the transport of Slovak Jews 
from Zilina in May 1942. This gassing was not yet carried out in such a cun¬ 
ning way as was the case a few days later, after Himmler’s visit. 

Once the first test had been successful, they started building four large crema¬ 
toria with gas chambers at Birkenau. ” 

Otherwise, Kraus and Kulka relied on Hoss’s declarations.^* The claim 
about the gassing of the Slovak transport had been taken from a statement 
by Filip Muller (see Chapter 3.3.). The errors in the interpretation (the rea¬ 
son for building the Birkenau crematoria) and in the sequence of events 
(Himmler’s visit took place in July 1942, not in May) reflect the uncertain¬ 
ty of the historical knowledge at the time. 

Even in the 1960s, Jan Sehn, in his book on Auschwitz, deals with the 
question of the alleged gas chamber of Crematorium I in only a couple of 
lines, the same as those of his 1946 article:^® 

“The mortuary (Leichenkellerf^^^ of the first Oswiecim crematorium - used for 
gassing after the first test in Block 11 — was 65 sq. m. in area and was fitted 
with two gas-proof doors. Cyclon was thrown in through openings in the ceil¬ 
ing. From 1942 on, mass transports of Jews began to arrive at Oswiecim. The 
gas chamber of Crematorium I proved inadequate for their liquidation. ” 

In one of the first general accounts of the camp’s history published by the 
Auschwitz Museum, the page Franciszek Piper devoted to Crematorium I 
is based on only one source: the “memoirs” of Rudolf Hoss!*' 

Another testimony considered essential and immediately absorbed by 
orthodox historiography appeared in 1979: the author, Filip Muller, assert¬ 
ed he had worked for 16 months in Crematorium I at Auschwitz, from May 
1942 until July 1943.*^ 

In 1989, Danuta Czech, in the second German edition of her Auschwitz 
Kalendarium, attempted to historicize the story of gassings in Crematorium 
I at Auschwitz by giving precise indications regarding the beginnings of 
the alleged homicidal activity. The value of her entries will be examined in 
Chapter 4.1. 

Jean-Claude Pressac was the first scholar to try to bring the vagaries of 
the accounts surrounding the homicidal gassings in the morgue of Crema¬ 
torium I into a historical framework. In 1989 he devoted a whole chapter of 

Ibid.,pp. 11 Of. 

Jan Sehn, Oswi^cim-Brzezinka (Auschwitz-Birkenau) Concentration camp, Wydawnict- 
wo Prawnicze, Warsaw 1961, p. 125. 

Wrong term, properly used only for the semi-basement morgues of Crematoria II and III 
at Birkenau. 

F. Piper, “Extermination,” in: State Museum Auschwitz (ed.), Auschwitz (Oswiecim) 
Camp hitlerien d’extermination. Editions Interpress, Warsaw 1978, p. 118. 

Filip Muller, Sonderbehandlung. Drei Jahre in den Krematorien and Gaskammern von 
Auschwitz, Verlag Steinhausen, Munich 1979; Muller’s statements will be examined in 
Chapter 3.3. 
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his first book to this question, in which he attempted to demonstrate the 
historical reality of the homicidal gassings in Crematorium I on the basis of 
mere testimony.^^ 

In his second book, which appeared four years later,^"^ Pressac claims 
ambitiously to furnish documentary evidence for the use of the morgue of 
Crematorium I as a homicidal gas chamber. His theses will be evaluated in 
depth in Chapter 5. 

The most penetrating - or, more precisely, the least superficial - official 
study of the alleged homicidal gas chamber of Crematorium I at Auschwitz 
is contained in the section “Krematorium I” of the chapter “The Methods 
of Annihilation,” written by Franciszek Piper, which is part of the most 
comprehensive work on this camp published by the Auschwitz Museum.^^ 
We are dealing here with a little more than ten pages of text accompanied 
by four pages of drawings and photographs. Two and a half pages summa¬ 
rizing this section had already appeared in English in 1994.^® 

According to this study, which represents the peak of orthodox histori¬ 
ography on this topic, the gas chamber operated from September 1941 until 
early December 1943 and was instrumental in the deaths of “several tens of 
thousands” of Jewish victims.^’ 

David Irving discovered the verbatim interrogation protocol of SS- 
HauptsturmfUhrer Hans Aumeier by the British authorities after his arrest 
on June 11, 1945. Aumeier had been assigned to Auschwitz in 1942 and 
1943. These documents have been cited by orthodox historians as confir¬ 
mation - or “converging evidence” - of the reality of homicidal gassings in 
Crematorium I at Auschwitz. I shall deal with this claim in Chapter 3.4. 

Before any detailed examination of the rare testimonies on the alleged 
homicidal activities in the morgue of Crematorium I can be undertaken, it 
is indispensable to establish the documentary framework of what is histori¬ 
cally certain about this installation. Regarding the history of the cremation 


J.-C. Pressac, Auschwitz: Technique and operation of the gas chambers. The Beate 
Klarsfeld Foundation, New York 1989. The chapter is on pp. 123-159. 

J.-C. Pressac, Les crematoires d'Auschwitz. La machinerie du meurtre de masse, CNRS 
Editions, Paris 1993; German: Die Krematorien von Auschwitz. Die Technik des Mas- 
senmordes. Piper, Munich, Zurich 1994. Subsequent page numbers refer to the French 
original. 

Waclaw Dtugoborski, Franciszek Piper (eds.), Auschwitz 1940-1945. Wgzlowe zagadni- 
enia z dziejow obozu. Wydawnictwo Panstwowego Muzeum Oswi^cim-Brzezinka, 1995, 
vol. Ill, Zaglada, pp. 102-113. English version: Auschwitz 1940-1945. Central Issues in 
the History of the Camp, Auschwitz-Birkenau State Museum 2000, vol. Ill, pp. I2I-I33. 
E. Piper, “Crematorium I,” paragraph of paper “Gas Chambers and Crematoria,” in: I. 
Gutman, M. Berenbaum (eds.). Anatomy of the Auschwitz Death Camp, Indiana Univer¬ 
sity Press, Bloomington/Indianapolis 1994, pp. 158-160. 

Ibid., p. 160. 
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equipment, I refer the reader to the detailed discussion I have presented 
elsewhere.^^ 

In the following chapter, I shall mainly focus on the ventilation devices 
for the morgue - planned and realized - and on the changes that the crema¬ 
torium went through in November 1944. In Chapter 6 I will return to this 
latter point when dealing with the modifications to which the crematorium 
was subjected by the Polish authorities in 1946 and 1947. 


C. Mattogno, F. Deana, The Cremation Furnaces of Auschwitz: A Technical and Histo¬ 
rical Study, Castle Hill Publishers, Uckfield 2015, Vol. I, Part II, Chapter 6.1. 
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Chapter 2: 

Crematorium I at Auschwitz 


2.1. The Projects for the Ventilation System of Crematorium I 

The correspondence between the SS-Neubauleitung (New Construction Of¬ 
fice, later Bauleitung - Construction Office, finally Zentralbauleitung - 
Central Construction Office) in Auschwitz and the Erfurt company Topf & 
Sohne contains many documents concerning the projects for ventilating 
Crematorium I. The first reference appears in a letter from Topf dated De¬ 
cember 9, 1940, on the subject of “ventilation system for morgue cells 
(Leichenzellen) and dissecting room, our offer 40/1096.” Topf indicates 
that for the dissecting room 10 exchanges of air per hour had been provid¬ 
ed for, and 20 for the “morgue.” The fresh air for the morgue would be 
made available by windows or other openings 

“For the removal of the exhaust air we recommend a brick chimney with a 

minimum height of 10 m above ground. ” 

The equipment could be supplied within three months. As an attachment, 
the letter contained Topf drawing D 57999 showing the location of the 
ducts and of the fan. The corresponding cost estimate (Kosten-Anschlag), 
dated December 9, 1940, also attached to the letter mentioned, amounted to 
1,784 RM. Topf offered a fan. No. 450,"^“ for the extraction of 6,000 nor¬ 
mal cubic meters"^' of air per hour against a total pressure difference of 25 
mm of water column, driven by a three-phase electric motor of 1.5 horse¬ 
power. The exhaust duct (Abluft-Rohrleitung) went from the dissecting 
room (Sezierraum) to the fan installed in the morgue and had a diameter 
rising from 180 to 450 millimeters.'*^ 

At the time, the morgue was L-shaped and extended to the rear of the 
second furnace, as is clear from drawing 57999 of November 30, 1940, 
which, however, does not show the ventilation equipment (cf. Document 


RGVA, 502-1-312, pp. 136f.; “Fur die Abfuhrung der Abluft empfehlen wir einen ge- 
mauerten Kamin mit einer Mindesthohe von 10 m iiber Erdoberfldche.” 

The figure indicated the diameter (in millimeters) of the duct linked to the blower. 
Referring to air under “normal” conditions. 

“Kosten-Anschlag“ by Topf of December 9, 1940, re. “Entluftungs-Anlage fiir Leichen¬ 
zellen und Sezierraum”. RGVA, 502-1-312, S. 138-140; cf. Document 6. 
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1). The latter was probably laid out as shown in J.-C. Pressac’s drawing:"^^ 
the chimney was to go up along the wall separating the morgue from the 
coke storage room, with the fan being mounted in front of it and the ducts 
from the dissecting room and the morgue running along the sidewalls of 
the crematorium. Pressac’s drawing contains, however, a serious error in 
the sense that he misinterprets the Topf letter of December 9, 1940, saying 
“a 10-fold [...] and 20-fold exchange of air” per hour for the dissecting 
room and the morgue, respectively. Instead, Pressac reads “10 air-intake 
ports”"^"^ for the former and “20 air-intake ports” for the latter, which he has 
painstakingly added to the pipework in his drawing! 

On January 21, 1941, head of construction August Schlachter informed 
Topf of certain changes in the crematorium building:"^^ 

“On account of the creation of an urn storage room, the morgue changes its 
layout, as shown in blue in the drawing. 

The fan with its motor is to be placed in the urn room. The creation of the urn 
room leads to the change in the design of the air extraction equipment. Moreo¬ 
ver, it is desired to attach the furnace hall to the ventilation system. ” 

On February 3, 1941, Topf drew up another cost estimate for “1 ventilation 
system for corpse and dissecting room, 1 ventilation system for furnace 
room” for a total cost of 2,486 RM. The equipment for the dissecting room 
and the morgue was the same as before. In addition, there was a blower 
No. 300 of 3,000 cubic meters per hour against a pressure of 15 mm of wa¬ 
ter column, driven by a 0.75 HP three-phase electric motor, for the furnace 
hall. The corresponding ducts started in the center of the hall and had a sec¬ 
tion increasing from 255 to 300 millimeters.'*® The design probably corre¬ 
sponded to J.-C. Pressac’s drawing:'*^ the two blowers stood in the urn 
room and were connected to a brick chimney rising from this room. 


J.-C. Pressac, op. cit. (note 34), p. 17. Cf. J.-C. Pressac, Robert J. van Pelt, “The Ma¬ 
chinery of Mass Murder at Auschwitz,” in 1. Gutman, M. Berenbaum (eds.), op. cit. 

(note 36), p. 194. 

In the original: “dix et vingt prises d’air.” J.-C. Pressac, op. cit. (note 34), p. 18. In “The 
Machinery of Mass Murder at Auschwitz,” (note 43), this passage is missing, but the 
mistake appears in the legend of the corresponding drawing, which speaks of “10 air ex¬ 
changers” and “20 air exchangers” (p. 194). 

RGVA, 502-1-327, p. 185. 

“7 Entluftungs-Anlage fiir Leichen- und Sezier-Raum, 1 Entluftungs-Anlage fiir Ofen- 
RaumJ' RGVA, 502-1-312, pp. 123-126. Cf. Document 7. 

J.-C. Pressac, op. cit. (note 34), p. 19. Cf. J.-C. Pressac, R.J. van Pelt op. cit. (note 43), p. 
195. In this drawing, the ventilation duct of the morgue runs along the opposite wall as 
compared to the first drawing and is thus shorter. Pressac has probably noticed that the 
price for the duct in the first cost estimate was 924 RM, as against 867 RM in the second 
one, and may have deduced from this a shorter length of the duct. 
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On February 15, 1941, Schlachter informed Topf that he did not want a 
ventilation chimney. The design would have to be changed with the ex¬ 
haust air now feeding into the existing chimney."^^ 

Topf worked out a third estimate in accordance with the wishes of the 
SS-Neubauleitung, dated February 24, 1941.'^® The design is shown in 
drawing D 58052 of the same date.^° The equipment consisted of a blower 
No. 550 - with a capacity of 8,600 cubic meters per hour driven by a three- 
phase electric motor of 3 HP - placed to the right of the chimney. The duct 
had an initial cross section of 550 mm and split into three smaller branches, 
which went to the dissecting room, the furnace hall, and the morgue. Total 
cost was 1,884 RM plus 596 RM for the installation. Delivery was to be 
within six months. 

On March 15, 1941, the SS-Neubauleitung placed the order based on 
the estimate of February 24, and on March 24 Topf officially confirmed 
it.^' However, since the delivery time was very long, Schlachter ordered a 
temporary ventilation system to be installed in the crematorium at the end 
of February. In his “activity report” of March 1, 1941, for the period of 
February 23 to March 1, 1941, he wrote:^^ 

“in the crematorium, the work on the new incineration plant has been termi¬ 
nated, a temporary ventilation has been connected to the exhaust channel, and 
everything has been overhauled. ” 

The “exhaust channel” {Abzugskanal) was the flue of the first crematorium 
furnace. 

On June 7, 1941, SS-UntersturmfUhrer Maximilian Grabner, head of 
the Auschwitz Political Department, wrote the following letter to SS- 
Neubauleitung:^^ 

“It is absolutely necessary to install a separate ventilation in the morgue of the 
crematorium. The existing ventilation has been rendered useless by the instal¬ 
lation of the second furnace. When the second furnace is in use - and that is 
now the case almost daily - the ventilation flap to the morgue has to be closed 
because otherwise warm air enters the morgue through the flue, causing the 
exact opposite of a ventilation. 

The deficiencies of the ventilation and of the fresh air feed are particularly no¬ 
ticeable under the prevailing conditions of warm weather. It is hardly possible 


RGVA, 502-1-312, p. 121. 

RGVA, 502-1-327, pp. 195-197. Cf. Document 8. 

“Enduftungsanlage,” RGVA, 502-1-327, pp. 191f. Cf. Document 2. 

RGVA, 502-1-312, p. 118. 

“/m Krematorium warden die Arbeitenfur die neue Verbrennungsanlage fertiggestellt, 
eine provisorische Entluftung an den Abzugskanal angeschlossen and alles instandge- 
setzt,“ RGVA, 502-1-214, p. 67. 

RGVA, 502-1-312, p. 111. Cf. Document 9. 
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to spend any time in the morgue, even if such instances are generally of short 
duration. 

A proper ventilation will surely lead to an improvement in the quality of the air 
and to a reduction of the humidity of the room. It would also do away with the 
presence of flies in the morgue or at least reduce this nuisance to a minimum. 
The elimination of such deficiencies is in the general interest, not least because 
it would put a stop to the spread of disease by the flies. It is therefore requested 
that two ventilators be installed in the morgue, one for feeding fresh air and 
one for ventilation. A separate duct leading to the chimney must be provided 
for the ventilation. It is requested that the work be started as soon as possible. ” 

The temporary ventilation of the morgue had been installed during the con¬ 
struction of the second crematorium furnace hy connecting its left-side flue 
- which ran along the partition between the furnace hall and the morgue - 
to the latter room (see Documents 10 and 11). 

The system’s functioning depended on the chimney’s draft, which, by 
lowering the pressure in the flue, also sucked in air from the morgue. The 
system worked well only when exclusively the first furnace was in opera¬ 
tion, the two flues^"^ of which were far enough away from the ventilation 
duct of the morgue.^^ When, however, the second furnace came into regu¬ 
lar use - “almost daily,’’ says Grabner - the hot gases from the muffle on 
the left, on entering the respective flue, immediately reached the ventila¬ 
tion duct. If the flap of that duct was open, a portion of the gases entered 
the morgue, warming it up. 

Grabner hence requests the installation of two blowers in the morgue, 
one for fresh air, one for the exhaust air, and the construction of a separate 
conduit to the chimney. The German term used - “Fuchs" - designates a 
flue between the furnace and the chimney, because Grabner was aiming for 
a brick duct that would pass under the floor of the furnace hall. 

Between the end of September and the middle of October 1941, ventila¬ 
tion work, which certainly stemmed from Grabner’s complaints, was car¬ 
ried out in the crematorium. A “work sheet’’ of the inmate locksmith shop 
dated September 25, 1941, mentions the following order: “Make 4 air-tight 
flaps.’’ The work was done the same day by the detainees Zalewski (8363), 


Each muffle of the two furnaces had a lateral flue linking up with the main flue, which 
ran helow the paved floor in front of the furnaces up to the chimney, as illustrated in 
Document 10. 

In the beginning, the second furnace was not often used, either because it still had to dry 
out, or because in early April draft problems became apparent. On April 2, 1941, 
Schlachter sent Topf a telegram and a letter to inform them that “the 2nd furnace unit has 
too little draft, which prevents the cremation from being carried out to completion” {“die 
2. Ofenanlage zu wenig Zug hat, sodass die Verbrennung nicht vollkommen durchge- 
ftihrt werden kann”); RGVA, 502-1-312, p. 113. Topf gave instructions to SS- 
Neubauleitung on how to solve the problem in a letter which bears the same date; 

RGVA, 502-1-312, pp. 115f. 
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Morgiel (7868), and Dudzinski (16197), blacksmiths, and Bialas (1461), 
welder, in a total of 11 man-hours. As is noted on the back of the sheet, the 
4 flaps were done in black plate (Schwarzblech).^^ 

Another work sheet of the inmate locksmith shop for the crematorium, 
established October 7, 1941,^’ refers to “fabrication of 2 ventilation caps in 
steel plate with an internal length of 27/27 cm, otherwise according to in¬ 
structions.” The work was done by the detainee welder Bialas and the de¬ 
tainee plumbers Maliszewski (9612) and Dyntar (1409) in a total of 50 
man-hours between October 7 and 13, 1941. For the fabrication of these 
devices, 4 square meters of black plate were used.^^ 

The “air-tight flaps” were air-tight closures which served to block off 
the ducts of a room from the system of ventilation. The “ventilation caps” 
were probably vertical tubes with caps for ventilation, similar to those (in 
brickwork) which were erected on the roof of the crematorium above the 
two furnaces for the ventilation of the furnace room. 

The “Inventory map of building No. 47a, BW 11, crematorium,” drawn 
on April 10, 1942 by detainee 20033 (the Polish engineer Stefan Swisz- 
czowski), shows in its view of the chimney on the flat roof, to the left, a 
thick angled tube, which probably housed an intake fan (BelUflung).^'^ It 
could not have been an exhaust fan (EntlUftung) or a duct for exhaust air 
for two reasons: first of all, for the evacuation of the waste air from the 
morgue, Topf had proposed a chimney 10 meters high, whereas the SS- 
Neubauleitung, for reasons of economy, had opted for the use of the exist¬ 
ing chimney. Both Topf and SS-Neubauleitung were in agreement that the 
air removed from an ordinary morgue would have to be discharged at least 
10 meters above ground. In that case, how could SS-Neubauleitung have 
decided to discharge not only the waste air from the morgue but even the 
lethal exhaust from the alleged homicidal gas chamber through a duct no 
more than 5 feet high? 

Secondly, blowing out the waste air through the duct in question would 
have necessitated opening one or both doors of the morgue - not a good 
solution hygienicahy for an ordinary morgue, and highly dangerous for a 
homicidal gas chamber. 

Hence, if an intake fan had been housed in that duct, the ventilation of 
the morgue could only have been of the type requested by Grabner. The 
ventilation system of the morgue was connected, through a metal duct, to 
the smoke flue that passed under the floor of the furnace room and went to 


RGVA, 502-2-1, pp. 74-74a. Cf. Document 12 
The date refers to the receipt of the order. 

RGVA, 502-2-1, pp. 75-75a. Cf. Document 13. 

“Bestandplan des Gebdudes Nr. 47a B. W. 11, Krematorium” RGVA, 502-2-146, p. 21. 
Cf. Document 4. 
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the chimney. Upstream of the flue’s juncture with the chimney there was 
an exhaust fan. 

Such an arrangement, however, could have functioned only until early 
July 1942, when the old chimney of the crematorium was demolished. No 
air conduit was, in fact, attached to the new chimney, as is evident from the 
corresponding design drawing done hy the Kohler company on August 11, 
1942.60 

The ventilation equipment Topf had supplied in late 1941 on the basis 
of the estimate submitted on February 24, 1941, was never installed and 
rusted away in a warehouse. 

On October 28, 1942, Topf sent the Central Construction Office at 
Auschwitz drawing no. D 58052, which they had already dispatched to the 
SS-Neubauleitung on February 24, 1941 with the following comment:®' 

“We also attach drawing D 58052 of the ventilation system still to be installed 
for the furnace system of the old Crematorium I Kl. that we supplied years 
ago. ” 

On November 27, 1942, SS-Untersturmfiihrer Fritz Wolter wrote a memo 
concerning “Ventilations for crematoria” (EntlUftungen fur Krematorien):^^ 

“On November 27, 1942, the undersigned had a telephone conversation with 
engineer Priifer of Topf & Sohn, Erfurt. The company would have a fitter 
available in a week’s time. He would set up the ventilation system, if the roofs 
of the special cellars are ready; also the forced draft for the five 3-muffle fur¬ 
naces. 

At the same time, the ventilation system could be installed in the old cremato¬ 
rium. ” 

A postscript specifies that, after discussion with SS-UntersturmfUhrer Jan- 
isch, the Topf fitter could start the job in three weeks’ time. On November 
30, Topf, referring to “Crematorium, aeration and de-aeration system,” 
inquired about the urgency of the matter.®"' SS-Hauptsturmfiihrer Bischoff, 
head of the Central Construction Office, advised Topf the same day as fol¬ 
lows:®® 

“The fitter you offered can start immediately with the installation of the venti¬ 
lation system in the old crematorium at Auschwitz concentration camp. After 
completion of this job, the forced draft system for Crematorium I [= II] (five 3- 
muffle furnaces) in the POWcamp can be installed. ” 


6® “Rauchkanal filr die Zentral-Bauleitung der Waffen-SS und Polizei Auschwitz O.S.,” 
RGVA, 502-2-23, p. 18. 

APMO, BW 30/34, p. 96. 

“ RGVA, 502-1-313, p. 65. 

6® It concerned the future Crematorium II of the Birkenau camp. 

6^ RGVA, 502-1-313, p. 62. 

“ RGVA, 502-1-314, p. 17. 
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As the last point, Bischoff then requested the ventilation system for Crema¬ 
torium II to he installed. 

In a list of invoices, which the Central Construction Office had not yet 
paid, there is also an invoice concerning the ventilation system of Cremato¬ 
rium I in an amount of 1,884 RM,®® based on the cost estimate of February 
24, 1941. The equipment had, therefore, been delivered by Topf, but there 
is no document proving that it was actually installed in the old crematori¬ 
um as “immediately” requested by Bischoff. 

Crematorium I almost certainly stopped its activity on July 17, 1943, as 
shown by a letter written the previous day by Bischoff to the head of SS 
garrison administration, SS-Sturmbannfiihrer Mockel, on the need to take 
the plant out of service because of the fire hazard it posed to the two wood¬ 
en barracks of the Political Department constructed next to it.®^ 


2.2. The Transformation of Crematorium I into an Air-Raid 
Shelter 

On November 16, 1943, the commandant of the Auschwitz camp, SS- 
ObersturmbannfUhrer Liebehenschel, issued the following order regarding 
“Air-raid measures at garrison Auschwitz”:®* 

“Upon advice of the superior authorities in charge, the necessary air-raid pro¬ 
tection measures will now also be undertaken in the Auschwitz garrison area 
with immediate effect. In my quality as the local air-raid protection officer in 
charge, I have appointed SS-Untersturmfiihrer Josten to be my permanent rep¬ 
resentative. I request all services to support SS-Untersturmfiihrer Josten in 
every possible way. ” 

The order became effective as of January 1, 1944.®® According to the usual 
practice, a construction site was defined for this purpose: BW 98, “air-raid 
shelter trench,” into which all such shelters planned or eventually built at 
Auschwitz were integrated. They became sections of BW 98, and carried 
the same designation, with an added letter. For example, the air-raid shelter 
of the camp commandant’s residence became BW 98J. The old crematori¬ 
um at Auschwitz also became part of this system of air-raid protection 
measures. 


“43/314 Entluftungs-Anlage fur Krem. I, Rechnung v. 27.5.43,” RGVA, 502-1-313, p. 

26. 

RGVA, 502-1-324, p. 1. 

“ Standortbefehl Nr. 51/43 of November 16, 1943. GARF, 7021-108-32, p. 73. 

Letter of the camp commandant SS-Obersturmbannfuhrer Liebehenschel in his function 
of “Der SS-Standortdlteste als ortlicher Luftschutzleiter” (senior garrison officer as local 
air-raid protection chief) to Zentralbauleitung of February 17, 1944. RGVA, 502-1-401, 

p. 100. 
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On July 16, 1944, during his visit to Auschwitz, SS-Obergruppenfiihrer 
Pohl approved the “Installation of a gas-proof operating room and shrap¬ 
nel-proof shelter in the former crematorium for the garrison surgeon,” 
which became BW 98M.’“ 

On August 26, 1944, Josten, who had meanwhile been promoted to SS- 
ObersturmfUhrer and appointed “head of air-raid protection,” wrote a letter 
to the camp commandant on “conversion of the old crematorium for air¬ 
raid protection purposes,” which reads as follows:^^ 

“In the attachment I submit a project for the conversion of the old crematori¬ 
um for air-raid protection purposes with the request for approval of this trans¬ 
formation. 

1. Work scheduled: 

Dismantling of the old muffle furnaces, including cleaning of the correspond¬ 
ing bricks for reuse. 

Filling in of heating flues and ducts with the rubble and waste resulting from 
dismantling the muffle furnaces. 

Installation of gas protection doors, window shutters, and windows, 

creation of wall openings and ducts needed for heating stoves, aeration and 

ventilation, 

plumbing and drainage work, 

re-arrangement of existing electrical wiring in accordance with floor plan, 
improvement of floors and partial installation of wooden floor, 
improvement of roof and painting of same with bitumen. 

2. Materials needed: 

500 kg of cement 
400 kg of bricks 

20 kg of steel rods 

50 m of railway rails 

24 pcs. timber, 4.80 m long, 10/15 cm 

10 pcs. timber, 3.90 m long, 10/15 cm 

102 sqm boards, 25 mm 

13 pcs. windows, one-sided, 60 x 80 cm 

2 pcs. doors, one-sided, 70 x 200 cm 

16 pcs. window shutters, gas-tight and shrapnel-proof 

7 pcs. doors, gas-tight and shrapnel-proof" 

On October 17, SS-Sturmbannfiihrer Bischoff, head of the Construction 
Inspectorate of the Waffen-SS and Police Silesia, wrote a letter to the Cen¬ 
tral Construction Office regarding the start of the construction work, 
which, “due to urgency,” could begin immediately without the usual bu- 


Letter from SS-Sturmbannfiihrer Bischoff, Leiter der Bauinspektion der Waffen-SS und 
Polizei “Schlesien,” to Zentralbauleitung of October 17, 1944. RGVA, 502-2-147, p. 
124. 

RGVA, 502-1-401, p. 34. Cf. Document 14. 
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reaucratic formalities.^® The work had already begun, though, because a 
document dated September 4 mentions “Construction of a gas-tight treat¬ 
ment room in the former crema. for the garrison physician,” 5 percent of 
which had been completed. 

On November 2, 1944 Jothann drew up an “explanatory report for con¬ 
version of the old crematorium into an air-raid shelter for the SS infirmary 
with an operating room in CC Auschwitz 0/S. BW 98M,” in which he de¬ 
scribed the work to be done:^^ 

“Conversion of the existing and available rooms of the old crematorium into 
an air-raid shelter for the SS infirmary with an operating room. The existing 
central walls and some partitions will be reinforced to 38 cm. Missing parti¬ 
tions will be built anew. An emergency operating room, two gas-locks, two 
flushing toilets^^'^"^ and a water faucet in the operating room are to be installed 
because a water supply line is available and the sewage line can be extended. 
Electric lighting will be installed. Heating will be by stoves. ” 

Regarding the time schedule, Jothann adds: 

“On account of its urgency, work has already started and will be completed 
within three weeks. ’’ 

On the same day, Jothann also drew up a cost estimate’^ for a total amount 
of 4,300 RM, and a location sketch.^® The work was completed in the sec¬ 
ond half of November. 


“Aufstellung der im Bau befmdlichen Bauwerke mit Fertigstellungsgrad” (register of 
building works under construction with degree of completion), drawn up by SS- 
ObersturmfUhrer Jothann on September 4, 1944. RGVA, 502-1-85, p. 2. 

■^3 RGVA, 502-2-147, p. 125. 

These toilets were initially planned as “Trockenklosett” (chemical toilets), see Document 
5. The drainage pipes of these toilets can still be seen in the morgue today, see Docu¬ 
ment 35. 

“KostenUberschlag zum Ausbau des alien Krematoriums als Luftschutzbunker fiir SS- 
Revier mit einem Operationsraum im K.L. Auschwitz 0/S. BW 98M,” RGVA, 502-2-147, 
pp. 126-126a. 

“Lageskizze fiir den Ausbau eines Luftschutzbunkers fiir SS Revier,” RGVA, 502-2-147, 

p. 122. 
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Chapter 3: 
The Witnesses 


In this chapter, we will examine, in chronological order, the declarations of 
the main witnesses - former detainees and former members of the SS - 
who have spoken of homicidal gassings in the morgue of Crematorium I. 


3.1. Stanislaw Jankowski 

On April 16, 1945, Stanislaw Jankowski, who at that time chose to he 
called Alter Feinsilher,’^ made a deposition’^ in the course of the prepara¬ 
tion of the trial of Hoss, stating among other things that he had been as¬ 
signed to work in Crematorium I in November 1942. This is what he had to 
say about the morgue:’® 

“This large hall had no windows, merely two traps in the ceiling and electric 
lights, as well as a door from the corridor^^^^ and a second one leading to the 
furnace room. This hall was called corpse hall [morgue]. It was used for stor¬ 
ing corpses; at the same time, so-called ‘rozwalka, ’ i.e., executions of detain¬ 
ees by shooting, took place there. ’’ 

Hence, the morgue was not a gas chamber. In fact, he stated specifically:*^ 

“I declare that at that time, i.e., in late 1942, there were not yet any gas cham¬ 
bers at Auschwitz. The only gassing action known to me from that period oc¬ 
curred in November or December 1942. ’’ 

He was referring to the alleged gassing of the 390 members of the first 
“Sonderkommando.”^^ In her entry for that day, Danuta Czech states:*’ 

“The 300 or so Jewish prisoners of the special unit assigned to digging up and 
incinerating the 107,000 bodies buried in mass graves are driven by the SS 


Another spelling of his family name was Fajnzylberg. 

Statement of Stanislaw Jankowski (Alter Feinsilher), in: “Inmitten des grauenvollen 
Verbrechens. Handschriften von Mitgliedem des Sonderkommandos,” Hefte von 
Auschwitz, special issue I, Verlag des Staatlichen Auschwitz-Birkenau Museums, 1972, 
p. 42. 

™ /hid, pp. 42f. 

Actually from the corpse washing room (Waschraum). 

/hid, p. 48. 

D. Czech, Kalendarium der Ereignisse im Konzentrationslager Auschwitz-Birkenau 
1939-1945, Rowohlt Verlag, Reinbek 1989, p. 349. 
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from Birkenau to the Main Camp. There they are led into the gas chamber at 
Crematorium I and killed by gas. In this way the witnesses to the incineration 
of the bodies are eliminated. ” 

Czech’s sources are merely testimonies. They were given, moreover, after 
Jankowski made his statement. In fact, this alleged gassing lacks even the 
slightest documentary evidence, and the date of Decemher 3, 1942 was 
simply invented hy Czech on the basis of the ahove-mentioned declaration 
hy Jankowski. Other than that, there is no document concerning this al¬ 
leged “Sonderkommando” of 300 or 390 Jewish detainees. The only refer¬ 
ence to it hy Czech, dated July 4, 1942, is the following:^^ 

“The so-called Sonderkommando, consisting of several dozen Jewish detain¬ 
ees, is being formed. They have to dig trenches near the Bunkers and bury the 
bodies of those killed in the gas chambers. This command is housed in one of 
the barracks in the men ’s camp at Birkenau. It is completely isolated from the 
other detainees. ” 

The source used hy Auschwitz Museum researcher Czech is the “Proceed¬ 
ings of the Delegatura of the Polish Government in Exile, i.e., the doc¬ 
uments published in the work “The Auschwitz Concentration Camp in the 
Light of the Proceedings of the Delegatura of the Polish Government in 
Exile” mentioned above."^ It states, in fact, in the “Memorandum on the sit¬ 
uation in the Country for the period of July 16 to August 25, 1942” that 
four detainees who had escaped from Auschwitz at the end of June 1942 
had said the following, among other things 

“From each group of new arrivals, several groups of ten very strong detainees 
were selected. They form a special company that dug the graves during the 
night and buried the dead. This totally isolated company was exterminated af¬ 
ter a while in the gas chamber; its task was taken over by afresh group. ” 

Danuta Czech’s reference to this text is therefore deliberately misleading, 
either because the report of the four escapees refers to a period prior to the 
end of June (hence the date of July 4 is wrong) or because at that time the 
“special company”^^ already existed.*® 

As far as the content of this report is concerned, we may ask how the 
four escapees had come to know that this unit would, after some time, be 
exterminated and replaced by another one, if the “Sonderkommando" of 
Birkenau mentioned by them was the first of its kind, which had not yet 
been exterminated at that time. Clearly, we are here at the very root of the 

“ Ibid., p. 243. 

“Oboz koncentracyjny...,” op. cit. (note 4), p. 37. 

At that time, the term “Sonderkommando” was still unknown. 

** Danuta Czech’s assertion is contradictory in itself: If the “Sonderkommando” assigned to 
the digging of mass graves for the allegedly gassed victims of the so-called “Bunkers” 
was established on July 4, 1942, who dug the mass graves for the victims allegedly 
gassed in “Bunker 1” between March 20 and July 3, 1942? 
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propaganda story about the periodic elimination of the “Sonderkomman- 

dosr^'^ 

Danuta Czech is unable to furnish us with the name of even a single 
member of the first “Sonderkommando” of Birkenau, which was allegedly 
gassed in the morgue of Crematorium I. J.-C. Pressac, on the other hand, 
succeeded in finding one: Maurice Benroubi. This man claims to have been 
assigned to the “Sonderkommando" after his arrival at Auschwitz on July 
23, 1942, and to have unceremoniously been transferred to the Jaw- 
ischowitz camp on September 4, 1942.^* Another self-styled member of the 
first “Sonderkommando" Dr. Andre Lettich, likewise survived the alleged 
gassing in Crematorium I, and in March 1943 was transferred (at his own 
request!) to the gypsy camp at Birkenau.*® 

In a report that is included in the so-called “Auschwitz Protocols,” 
which started circulating in the spring of 1944, Alfred Wetzler writes:®® 

“On December 17, 1942, 200 young Jews from Slovakia who had been work¬ 
ing in the so-called Sonderkommando at the gassing [operations] and the in¬ 
cineration of the corpses, were executed in Birkenau. The execution resulted 
due to a prepared mutiny and an attempt to escape, which had been revealed 
early on by a Jew. The unit was replaced by 200 Jews from Poland who had 
just arrived with a transport from Makow. Among those executed were: Alex¬ 
ander Weiss, Trnava; Fero Wagner, Trnava; Schneider Oskar, Trnava; Wetz¬ 
ler Dezider, Trnava; Aladar Spitzer, Trnava; Vojtech Weiss, Trnava. ” 

At the Frankfurt Auschwitz trial, Alfred Wetzler returned to the question of 
the gassing of the “Sonderkommando"'!^^ 

“One day in December 1942, the Birkenau Sonderkommando did not report 
for work. At the time it consisted of300 men. Prior to that, I had received a let¬ 
ter from a detainee in this unit, in which he said good-bye to his sister who was 
likewise in the camp. On that day, many SS men were in the camp. Fifteen de¬ 
tainees were selected from the Sonderkommando. Together with Palitzsch and 
Stiwitz, Broad carried out this selection and took these 15 men to the morgue 
in Section Bib. It has remained unknown to me why exactly these 15 men were 

In the introduction to the hook Testimoni della catastrofe. Deposizioni di prigionieri del 
Sonderkommando ebraico di Auschwitz-Birkenau (1945) (Ombre corte, Verona 2004, p. 
16), Carlo Saletti wrote: 

“Memoirs and critical texts on Auschwitz are legion, in which it is maintained that the 
life expectancy of the prisoners in the Sonderkommando did not exceed four months 
and that once that period was over, they were systematically eliminated. Neither of 
those two assertions is true. ” 

J.-C. Pressac, op. cit. (note 33), p. 162f. 

Andre Lettich, Trente-quatre mois dans les Camps de Concentration. Temoignage sur 
les crimes “scientifiques ” commis par les medecins allemands, Imprimerie Union Coo¬ 
perative, Tours 1946, pp. 27-30. 

APMO, Akta obozowego RO, tomo XXa, sygn. D-RO/129, pp. 22f. 

Hermann Langbein, Der Auschwitz-Prozess. Fine Dokumentation, Europa Verlag, Vien¬ 
na 1965, pp. 53If. 
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chosen. The remaining 285 detainees from one of the shifts of the 
Sonderkommando had to report to the other side of the camp section. A larger 
number of SS men led this group to Auschwitz. The 15 that had been selected 
were shot by Palitzsch, Stiwitz, and Broad. At that time, there were mainly 
Jews from Slovakia in the Sonderkommando, with numbers in the 36,000s. 
They had come to Auschwitz from Lublin. ’’ 

Alfred Wetzler was deported to Auschwitz from Slovakia on April 13, 
1942, and registered as number 29,162. He therefore must have had direct 
knowledge about the men in the “Sonderkommando" who were allegedly 
gassed and whose names he had supplied. Before we check this detail, 
however, it is necessary to state that his declaration at the Auschwitz trial 
clashes violently with his report made in 1944: whereas in the latter the 
number of men in the “Sonderkommando" was 200 and the place of execu¬ 
tion was Birkenau, during the trial the number had increased to 300 and the 
place of execution had moved to Auschwitz. 

Wetzler is the only witness to give precise and verifiable information 
regarding the murder of the “Sonderkommando," that is: 

- the date: December 17, 1942 

- the number of detainees: 200 (or 300) 

- the nationality of the detainees: Slovakian Jews 

- the origin of the detainees: Lublin concentration camp 

- the ID numbers of the detainees: in the 36,000s 

So let us check the data. A transport of Slovakian Jews did in fact arrive at 
Auschwitz from Lublin Concentration Camp on May 22, 1942: The 1,000 
detainees that made it up received the ID numbers 36,132-37,131.®^ Obvi¬ 
ously, we have here the transport Alfred Wetzler refers to and from which 
the 200 or 300 detainees of the “Sonderkommando" allegedly gassed on 
December 17, 1942 are said to have been selected. 

Actually, due to the deplorable catastrophic hygienic and sanitary con¬ 
ditions in the Birkenau camp, 947 of these 1,000 detainees died between 
May 27 and August 15, 1942.®^ If, therefore, only 53 of these detainees 
were still alive on August 15, 1942, it is impossible for 200 or 300 of them 
to have been gassed on December 17, all the more so as 20 of these 53 de¬ 
tainees died between August 16, 1942 and March 1, 1943, as shown in Ta¬ 
ble 1 (next page).®"^ 

In fact, only one detainee from this transport died in December of 1942! 
Furthermore, out of the six detainees Alfred Wetzler claims were mur¬ 
dered during the alleged elimination of the “Sonderkommando" on Decem- 

APMM, fot. 423, name list of the transport. The list also includes the dates of death of 
the detainees who died prior to August 15, 1942. 

AGK, NTN, 88, p. 114, statistical data by Otto Wolken, and APMM, fot. 423. 

APMM, fot. 423, name list of the transport of May 22, 1942; Staatliches Museum 
Auschwitz-Birkenau (ed.), Sterbebticher von Auschwitz, K.G. Saur, Munich 1995. 
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Table 1: Entries in Ausehwitz Death Book of Slovakian Jews from Lublin 
camp registered at Auschwitz on May 22, 1942, and confirmed dead 


between Aug. ] 

16, 1942, and March 1, 1943. 

ID no. 

Last name 

Eirst name 

Date of birth 

Date of death 

Sterbebuch no. 

36179 

Bauer 

Ladislaus 

Sept. 27, 1925 

Aug. 16, 1942 

21295 

36650 

Blau 

Maximilian 

Dec. 14, 1910 

Aug. 16, 1942 

22370 

37045 

Ehrenreich 

Samuel 

July 27, 1925 

Aug. 16, 1942 

21296 

37056 

Hoenig 

David 

Oct. 15, 1926 

Aug. 16, 1942 

21245 

37098 

Mozes 

Imrich 

Nov. 28, 1927 

Aug. 16, 1942 

21364 

36829 

Hajnal 

Zoltan 

Apr. 27, 1922 

Aug. 22, 1942 

23914 

36767 

Ringel 

Heinz 

July 28, 1921 

Aug. 22, 1942 

23863 

37065 

Klein 

Ladislaus 

Dec. 30, 1925 

Aug. 24, 1942 

24566 

36492 

Sachs 

Leo 

Eeb. 4, 1900 

Aug. 25, 1942 

24900 

36498 

Gerler 

Josef 

Oct. 18, 1924 

Sept. 4, 1942 

27683 

36900 

Schlesinger 

Aladar 

Apr. 13, 1924 

Sept. 12, 1942 

30198 

37039 

Braunstein 

Samuel 

Nov. 18, 1926 

Sept. 16, 1942 

30894 

36338 

Mandel 

Arnold 

Mar. 18, 1912 

Sept. 23, 1942 

32464 

36186 

Joeger 

Max 

May 4, 1919 

Oct. 6, 1942 

34829 

36774 

Politzer 

Wilhelm 

May 27, 1913 

Oct. 14, 1942 

35883 

36343 

Engel 

Vidor 

May 3, 1907 

Oct. 21, 1942 

36947 

37084 

Adler 

Isidor 

July 24, 1924 

Oct. 24, 1942 

37330 

37106 

Eenster 

Imrich 

Aug. 11, 1926 

Dec. 3, 1942 

43046 

36214 

Rosenzweig 

Josef 

Eeb. 7, 1915 

Jan. 14, 1943 

2116 

37112 

Margulies 

Josef 

Aug. 5, 1927 

Mar. 1, 1943 

12252 


ber 17, 1942, only one appears in the Death Books: Dezider Wetzler, born 
at Trnava on March 11, 1908. He, however, died on July 10, 1942 (ID 
number 14676). 

By 1947, the story of the gassing of the Birkenau “Sonderkommando” 
on December 17, 1942, had reached a certain degree of completion. On 
August 28, 1947, the former detainee Henryk Por^bski made a deposition 
during the preparation of the Auschwitz garrison trial, in which he de¬ 
clared:®^ 

“The first inmate unit of this kind was formed at Birkenau in April or May of 
1942. It had 20 members. Up to June, this Sonderkommando was changed 
more or less every other week by killing the ones who belonged to it. From 
mid-1942 onward, it grew steadily, reaching 800 detainees in December 1942. 
On December 8, on the orders of Grabner, the whole unit was taken to the 
Main Camp at 9 in the morning, and was gassed in the gas chamber of the old 
crematorium. Some of the corpses were burnt in the crematorium, the others 
on pyres at Birkenau. ’’ 


95 


AGK, NTN, 144, p. 127. 
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This account, again without any documentary evidence, was then used 
hy the Krakow tribunal in its trial of Maximilian Grahner.®® The alleged 
gassing of 200 or 300 or 800 detainees of the so-called “Sonderkommando” 
in the morgue of Crematorium I thus has no foundation in fact. This is con¬ 
firmed hy other documents. 

Prior to their incineration, the detainees who died at Auschwitz were 
taken to a separate morgue, which was located in the basement of block 28, 
where their ID numbers were registered in a special register, the Leichen- 
hallenbuch (morgue book). For December 3, 1942 - the “official” date set 
by D. Czech - this register shows the ID numbers of 125 deceased detain¬ 
ees; on the 4th, there are 118, and on the 5th, 102 such entries. From De¬ 
cember 6 onward the number of deaths decreases significantly: 22 for the 
6th, 48 for the 7th, 53 for the 8th. On the first two days of December, the 
numbers had been 86 and 59, respectively.^’ In November, there had been 
1,688 deaths, 56 per day on average.®* In December, the figure was 1,741, 
again an average of 56 deaths per day.®* 

Of the 125 detainees who died on December 3, fifteen were brought in 
from the Chelmek satellite camp, two from the Monowitz camp (“Buna”), 
and one from the Golleschau satellite camp.®® Of the 118 dead inmates reg¬ 
istered on December 4, nine had come from Monowitz.^®® Finally, of the 
102 detainees who died on December 5, eleven came from Birkenau, two 
from the satellite unit at Budy, and six from Monowitz.^®' Hence, for the 
345 detainees who died between December 3 and 5, 35 died outside the 
camp and only eleven at Birkenau; all other deaths occurred at the Ausch¬ 
witz Main Camp. 

Danuta Czech remains silent about the fact that the corpses of the de¬ 
tainees of the so-called Sonderkommando are not listed in the “Leichenhal- 
lenbuch.” However, she claims that 64 registered detainees were killed by 
lethal injection on December 3, 78 on the 4th, and 60 on the 5th,'®’ alto¬ 
gether 202 out of the total of 345. 

The SS would have had no motive for not registering the members of 
the “Sonderkommando" allegedly gassed, and the fact that they do not ap¬ 
pear in the registry at that time simply means that they were not killed. Be¬ 
sides, the gassed are said to have been incinerated in the crematorium, as 
stated by the witness Jankowski (see farther below). However, between 


GARF, 7021-108-39, p. 51a. 

AGK, OB, 385, Leichenhallenbuch, pp. 32-42. 

AGK, NTN, 143, Leichenhallenbuch. Analysis by J. Sehn, p. 142. 
AGK, OB, 385, Leichenhallenbuch, pp. 35f. 

'®'>/Wd.,pp. 37f. 

Ibid., pp. 39f. 

D. Czech, op. cit. (note 82), pp. 349-352. 
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December 3 and 5, Crematorium I received 10 tons of coke,'°^ sufficient 
for the incineration of (10,000 3- 28'°“* =) 357 corpses. Hence, only the 345 
corpses registered in the “Leichenhallenbuch” were cremated, and this 
demonstrates that the story of the gassing of the 300 or 390 or 800 mem¬ 
bers of the “Sonderkommando” is pure fiction. 

That said, let us turn to Jankowski’s testimony. He declared that he had 
heard from detainees employed in the crematorium that 

“even before this gassing, some gassings had taken place in this same morgue 
and in other rooms of the crematorium . ” (my emphasis). 

The alleged gassing “in other rooms of the crematorium” is absolute non¬ 
sense. Jankowski furthermore affirmed, and confirmed under oath on Sep¬ 
tember 29, 1980, that, during the only homicidal gassing about which he 
could testify, he had been confined to the coke storage room together with 
other service personnel. 

He asserted, moreover, that the detainees of the crematorium “Sonder¬ 
kommando” were assigned “for two days” to transporting the corpses of the 
390 alleged gassed victims from the morgue to the furnace hall.As there 
were nine^*'* “ordinary workers” in the “Sonderkommando” who took 30 
corpses of those who had been shot^°® to the furnace room every hour, it is 
clear that those two days were not needed for the transportation but for the 
incineration of the corpses. The three double-muffle furnaces of Cremato¬ 
rium 1 thus had a maximum capacity of (390 3- 2 =) 195 corpses per day, 
but this contradicts both the official account - 340 corpses per day - and 
Jankowski’s own statement, according to which into each muffle 

“could be placed up to 12 corpses, but in general one did not load more than 
5, because this number burned more quickly, 

which is nonsense from the standpoint of heat technology.^" 

No less surprising is the fact that this witness, who claimed to have 
worked in Crematorium 1 from November 1941 until July 1943,'" did not 
even know how the furnaces operated, because he asserted that “the corps¬ 
es lay on grids under which coke was burning. ” (my italics)"" 


APMO, D-AuI-4, Segregator 22, 22a, List of “Coke and coal for the crematoria in tons.” 
As for the consumption of coke, cf. my study The Cremation Furnaces of Auschwitz,” 
op. cit. (note 38), p. 362. 

“Inmitten des grauenvollen Verbrechens,” op. cit. (note 78), p. 48. 

J.-C. Pressac, op. cit. (note 33), p. 125. 

“Inmitten des grauenvollen Verbrechens,” op. cit. (note 78), p. 49. 

Ibid., pp. 43f. 

Ibid., p. 45. 

Ibid., p. 43. 

*'* According to Jankowski, the cremation capacity of Crematorium I was 1,440 corpses per 
day. See farther below. 

“Inmitten des grauenvollen Verbrechens,” op. cit. (note 78), pp. 42 and 52. 
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Actually, the coke burned in the gasifier, a vertical chamber lined with 
refractory bricks housed in a special brick structure, which was located be¬ 
hind the furnaces and which was connected to the individual muffles by a 
special opening through which the combustion gasses and flames passed 
from the gasifier into the associated muffle, where the corpse was placed 
on a grid. 

On October 3, 1980, Jankowski stated the following under oath:^'^ 

“It is at Auschwitz that I saw for the first time a gassing in the morgue. This 
room had no windows, but there were ventilators in the ceiling. The two thick 
wooden doors of the room, one in the side wall, the other in the end wall, had 
been made gas-tight. The room was lit by electricity. The victims of this gas¬ 
sing were about 400 Jews brought from Birkenau. The men of the Sonderkom- 
mando, including myself, saw them enter the yard, then we were shut in the 
coke store. When the Sonderkommando men came out, they saw and I saw only 
their clothes in the yard. Thirty minutes later, the Sonderkommando was or¬ 
dered to transport the corpses to the furnace, situated about five metres from 
the door of the morgue, in a separate room. ’’ 

Between August 28 and September 6, 1985, Jankowski gave an account in 
Polish at the Auschwitz Museum under the name of Fajnzylberg, which 
was recorded by Franciszek Piper. On the subject of Crematorium I, he 
stated the following:""* 

“In the crematorium, the corpses of the detainees who died at the camp [and] 
of those who had been murdered in the gas chamber were burned. I remember 
the gassing of some 400 members of the Sonderkommando who had been as¬ 
signed to the open-air cremation of corpses or to other gassings. [...] 

There were three furnaces in the crematorium; each one had 2 hearths. Into 
each opening one usually loaded 3 corpses. Only toward the end of work, 10— 
12 corpses would be loaded, which then burned in our absence. Such a load of 
corpses was not easy [to burn], therefore the Kapos took care of it. The corpses 
were packed so tightly that a special stoking device was shoved underneath 
their The cremation of a load of 5 corpses took about half an hour. 

["*’...] 

On the inside, the gas chamber was painted white; in the ceiling, as far as I 
remember, there were two openings for the introduction of the gas; there were 
no false showers, I do not remember any ventilators. ” 


J.-C. Pressac, op. cit. (note 33), pp. 124f. 

“Relacja” (Account) by Alter Fajnzylberg, August 28 to September 6, 1985. APMO, 
Oswiadczenia (declarations), vol. 113, pp. 3f. 

The idea is that the corpses were loaded into the muffles by pushing them in with a spe¬ 
cial stoking device placed in the armpit. 

“okolo p61 godziny.” For the 6 muffles of the crematorium, this corresponds to a crema¬ 
tion capacity of 1,440 corpses per day. 



Carlo Mattogno, AracHW'/rz; Crematorium I 


35 


In this statement as well, we have a wealth of technical nonsense: a normal 
load was three corpses per muffle; five corpses would hum within half an 
hour; towards the end of the day one loaded 10-12 corpses. It is worth¬ 
while noting here that one muffle of the Auschwitz crematorium furnaces 
could hum a single corpse in one hour. 

It is, moreover, very curious to see that Jankowski did not know any¬ 
thing about “ventilators” in 1945, then miraculously rememhered them in 
1980, only to forget about them again in 1985! 


3.2. Erwin Bartel 

This Polish witness was interned at the Auschwitz camp between June 5, 
1941 and October 26, 1944. After about three months, he was assigned to 
the Political Department of the camp, reporting to SS-Unterscharfiihrer 
Hans Stark and SS-UntersturmfUhrer Maximilian Grabner. On August 27, 
1947, Bartel was questioned by Jan Sehn and declared the following about 
Grabner:' 

“I personally saw him watching the murder of the victims with gas in the gas 
chamber of Crematorium I. He observed the development of the gassing from 
above before the Zyklon was thrown in. ’’ 

Since the alleged gassings are said to have been carried out by the Political 
Department, to which the witness was assigned, his knowledge in this re¬ 
gard is somewhat vague. 

At the end of the 1950s, at the time of the preparation of the Frankfurt 
Auschwitz trial, Bartel made a declaration in Poland, in which he described 
the alleged homicidal activity of Crematorium I in the following way:"* 

“In 1942 - in March or April as far as I can remember - arriving transports 
were gassed in the old crematorium next to the Main Camp. At that time, the 
large crematoria at Birkenau had not yet been built. Stark used to be very in¬ 
terested in these things and has taken part in them. Our windows looked out on 
the crematorium, and so I could see that Stark went there and returned from 
there. Stark was also responsible for the boxes with the toxic gas Cyklon B. At 
times, these boxes were kept in the corridor next to our offices. ” 

This is a rather general statement and is moreover in disagreement with 
Danuta Czech’s Kalendarium, according to which no transport said to have 
been gassed arrived in March or April 1942, and no homicidal activity 
went on during that time."® The Zyklon B, because of its dangerous nature, 
was kept at the SS infirmary under the responsibility of the SS garrison 

AGK, NTN, 135, p. 241. 

ZStL, ref. IV 402AR-Z 37/58, p. 619. The date of the declaration is not indicated. 

D. Czech, op. cit. (note 82), months indicated. 
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physician, and it is absolute nonsense that whole boxes of this dangerous 
disinfestant would have been kept - even if only “temporarily” - in a cor¬ 
ridor outside of the offices of the Political Department under the responsi¬ 
bility of Grabner. 


3.3. Filip Muller 

Filip Muller was deported to Auschwitz from Slovakia on April 13, 1942 
(the same transport as Alfred Wetzler’s) and received the ID number 
29236. He appeared as a witness of the prosecution at the 16th hearing of 
the trial of the Auschwitz camp garrison and made the following deposi¬ 
tion, which has gone practically unnoticed until today and merits quoting 

in full:'20 

“I was Auschwitz camp detainee No. 29236.1 arrived at the Auschwitz concen¬ 
tration camp in April 1942. In May 1942 I was assigned to Block 11 and en¬ 
dured terrible sufferings. They consisted mainly in the fact that we could not 
have drinking water. On account of that, I had to go looking for leftover tea at 
6 in the morning in the yard of Block 11, to ‘organize ’ it, as this sort of activity 
was called in the camp. 

There, the Oberscharfiihrer of Block 11 surprised me and took me to a special 
room. In the afternoon, the camp Kommandant Aumeier came to that room 
and, of course, asked me what I had done. Then he took me to another room, 
and after having brought in six more detainees, took us all to the gate of the 
Auschwitz camp. From the gate of the Auschwitz camp, the guards, ordered to 
do so by Aumeier, took us to the old crematorium of Auschwitz. 

In this way, I was present at the gassings in the crematorium from May 1942 
until January 18, 1945. When Aumeier came to the crematorium, he signed us 
over to his subordinate Unterscharfiihrer Stark who took us, with many beat¬ 
ings, to the gas chamber and opened it. In that chamber, there was the first 
Slovakian transport, gassed. These detainees had been gassed with their 
clothes on. Ai we were being beaten all the time and as we had no experience 
with the equipment, we caused a fire in the Auschwitz crematorium. For that 
reason, they could not burn the gassed victims. 

Upon Aumeier’s initiative, at midnight that same day, two trucks were ar¬ 
ranged, and the remaining corpses, some 800, were loaded on the trucks and 
taken to the vicinity of Birkenau. We arrived at Birkenau around 1 in the morn¬ 
ing and were escorted by the Red Cross, which lit us from behind with its head¬ 
lights. In that car was the accused Aumeier as well as the head of the Political 
Department, Grabner. Under violent blows and in a hurry we had to unload 
the corpses into trenches which still had water in them, thus, the work took two 
days. 


™ APMO, Proces zalogi (Trial of the Auschwitz camp garrison), vol. VII, pp. 1-4. 
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After that, bloody and dirty as we were, they took us to Block 11 and locked us 
up in Cell 13. We were taken there by another Unterscharfiihrer, who worked 
the night-shift, and the six of us were locked up. The next day, around 2 
o ’clock, after lunch, we were moved to the camp gate and waited there for the 
campfire truck, painted green, in which were Aumeier and Grabner. 

We climbed on the truck and went to the place where we had dumped the 
corpses the day before. First of all, we had to pile up the corpses in the mud in 
a heap, but as we could not do it properly, they beat the hell out of us. In all 
this, the persons giving the orders were the heads of the Political Department, 
Grabner and Aumeier. Then we spread chlorine over the corpses and were 
again locked up in Block 11, Cell 13. 

We stayed in that cell for a year and a half, i.e., until the liquidation of the 
Auschwitz crematorium. I have known the defendants Aumeier and Grabner; I 
saw them at least once a day, practically until the liquidation of the Auschwitz 
crematorium, hence I want to mention a couple of events regarding their be¬ 
havior. 

At the time of the first massacre, the Kapos in the crematoria were German. 
One day, one of them had a bandaged hand. Unterscharfiihrer Grabner ap¬ 
proached him and asked: Fritz, why do you have a bandaged hand? ’ Fritz an¬ 
swered: T have killed another five Jews. ’ ‘You stupid ass, that’s not done with 
the hand, for this we have steel, and besides, if you kill five of them, there will 
be [another] ten [to kill], and if you kill ten, there will be [another] twenty. ’ 

In the Auschwitz camp, I also saw that the flesh of the non-Jewish detainees 
who were shot was used for various purposes. They were often shot in the 
presence of Mengele and others, whose names I do not know, and with Aumei¬ 
er and Grabner present as well. Right away, the flesh of their calves would be 
put into boxes, and in this way they put aside 6 to 8 boxes of flesh each week. 

It sometimes happened that a German delegation arrived with the swastika on 
the arm, asking in the presence of Aumeier and Grabner whether there was 
any human flesh. Aumeier used to say: ‘We could also use horse meat, but that 
would be a waste! ’ 

Unterscharfiihrer Grabner was also guilty of sending out urns with the ashes 
of completely wrong victims, i.e., they filled 3000 urns with ordinary ash, 
which were then stored in the SS hospital in front of the crematorium, from 
where they would be sent out upon the orders of the Political Department. 

I saw Aumeier and Grabner shooting Russian prisoners in Block 11 and Polish 
political prisoners, too. When Aumeier and Grabner felt that this [shooting] 
was too slow, they used to beat them before they died and said faster[sic]. 

When the Polish political prisoners shouted ‘Long live free Poland ’ before 
their execution, they took them aside and shot them in the stomach so that they 
would lie in agony for two or three hours. 

Untersturmfiihrer Grabner, as I have already said, was the main accomplice 
and promoter of the Auschwitz, not the Birkenau, crematorium. 
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There were cases in which corpses arrived from Kattowitz with their heads cut 
off; these corpses came from the Security Police at Kattowitz. 

Grabner and Aumeier also took part in the selection of the sick and the weak in 
the hospitals and sent them to be shot. Untersturmfiihrer Grabner participated 
in all the selections for the crematorium until 1943. All the selections which 
took place in the crematorium were done in the presence of Grabner until 
1943, and also with Aumeier present. Normally, the shooting was done by 
Hauptscharfiihrer Palit[z\sch and Unterscharfiihrer Stark, who always re¬ 
ceived detailed instructions from them during the executions. ’’ 

In a later declaration published by Ota Kraus and Erich Kulka, Muller 
speaks about these events in the following terms: 

“I arrived at Auschwitz on April 20, 1942, with the first Slovakian transport, 
and initially worked in this concentration camp like all the other detainees. 

On May 24, 1942, one of my comrades and I suffered a great misfortune. We 
were very thirsty and were punished for water theft by being assigned to the 
gas chamber of the crematorium. The SS man led us there just when a few 
hundred corpses were lying there with their clothes still on and their baggage. 
We were unspeakably terrified when we realized what was ahead of us. Five 
detainees were already on the job; we had to get the corpses into the furnaces. 
We were being supervised by the SS man Starck [Stark], who was about twenty 
years old. He hit me with his stick and advised me to get on with it, [or] / would 
eventually end up in the furnaces, too. Two Slovakian doctors, faced with this 
desperate situation, implored Stark to shoot them. 

We had no experience with heating [the furnaces], and that had its conse¬ 
quences soon. Fire broke out in the crematorium, and it became impossible to 
burn the corpses. The SS accused us of sabotage, and four of our comrades 
were beaten to death because of this. 

When the fire had been extinguished, seven new detainees were brought in. We 
loaded the remaining corpses on trucks, and then I went on the eeriest trip on 
my life. 

It was late at night by then, and I sat on the last truck on a pile of corpses. Be¬ 
hind us there was a small car that showed on its sides and its roof a large red 
cross. The headlights of this car blinded us and shone upon us and our horri¬ 
ble load. Armed SS men were guarding us. 

When the cars had reached the field behind the camp, they stopped by a 
swampy hole in the ground that had water in it, and we had to throw the 
corpses into this water. Around three in the morning we had finished this work 
and then returned to the camp. In the camp, they locked us up in a dark cell in 
the execution Block 11 and without food or water, bloody and dirty as we were, 
we had to wait there until noon the next day. When they let us out, each one of 
us was given a loaf of bread. 


O. Kraus, E. Kulka, op. cit. (note 27), pp. 130-132. 
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Then a fire truck took us to that hole; it was near Brzezinka, near the newly 
built concentration camp of Birkenau. We had to wait for a long time until the 
water had been scooped out of the hole. Not far away, we saw another group 
of detainees digging more holes; as we learnt later, this group was the Birke¬ 
nau Sonderkommando.^^^^^ 

And then it started. They herded us into the hole and we stood in the mud up to 
our belts. Our job was to lay the corpses in a heap and to make room for more. 
SS officers and men stood near the edge of the hole and enjoyed watching our 
horrible activity. They threw rocks at us to make us work faster. 

When we had finally covered the corpses with chlorine and dirt, we went back 
into the camp, into our dark cell, in which we lived until August 1943. From 
morning till night we worked in the crematorium. 

In the Crematorium I witnessed a great deal, scenes the world was never sup¬ 
posed to learn about. 

They had not reckoned with my survival, the survival of an eyewitness, and 
even I myself had never thought that I would live to be free once again. 

I cannot and I don’t want to describe all these things in detail. It is way too 
much, and far too horrible for most people to believe. Not even I can compre¬ 
hend today what I had to live through. 

In the Auschwitz crematorium, I was forced to lend a hand to that infamous SS 
man, Palitzsch, who executed the sentences of the camp Gestapo. He murdered 
expertly and massively. The victims, usually political detainees, had to line up 
against the wall in groups of five, and Palitzsch shot them in cold blood. 

It may have been June 17 or 18, 1942. On that fine sunny day everything was 
hastily cleaned, ‘general cleaning ’ was the order of the day. 

We watched the excited SS people and realized that something was going on, 
but we did not know what, we could only surmise that some visitor was ex¬ 
pected. 

Around ten o ’clock, a high-ranking SS officer appeared in the door, wearing a 
white uniform, accompanied by two SS men - it was Himmler himself. 

He inspected everything meticulously. He saw us in the room, in which the 
clothes and underclothes of those executed were stored. 

When he saw those blood-stained clothes, he was surprised and asked our SS 
bosses why there was this blood. 

Not satisfied with their answer, he became angry and said sharply; ‘We need 
the clothes of these dirty dogs for our German people! It is a waste to gas those 
people with their clothes on! ’ 

So after this visit, the gas chambers were converted into fake bathrooms with 
pipes and faucets, and the people had to undress before they were gassed. 

In the summer of 1943 [1942], the furnaces and chimneys of the Auschwitz 
crematorium were gutted by a fire. The Nazi engineers rebuilt them, but three 
months later, everything collapsed all over again. 

As we have seen above, according to D. Czech this “Sonderkommando” was set up over 
two months later! 
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By that time, four crematoria were already in operation at Birkenau. We were 
moved there as well, as part of the Sonderkommando, into Block 13 of the 
men’s main camp B Ild. 

The work in the Auschwitz crematorium also entailed filling the urns. We filled 
them with the ash and the dirt from the great pile and closed them with metal 
lids, on which we embossed the names of the victims, their date of birth and 
date of death, in accordance with the list we received from the Political De¬ 
partment. The urns were placed into boxes, some 20 x 20 x 40 cm, and labelled 
with the address of the family. They had to pay 2000 crowns for such an urn. 
No urns, however, were sent to the families of Jews. 

Many such urns were sent to Bohemia, Moravia, and to other countries. But 
none of them contains the ashes of the person whose name is indicated on the 
urn. 

When I was moved from Auschwitz to Birkenau, there was a store of some 
4,000 already filled urns. ” 

At the Auschwitz trial, Muller reformulated his account as follows: 

“Muller: I was brought to Auschwitz on April 13, 1942. The whole transport, 
some 250 men, Jews from Slovakia, was housed in Block 11. Once I was very 
thirsty and, together with a comrade, went into the yard of Block 11, where 
there was a cauldron full of tea. We wanted to drink. When we approached the 
cauldron, camp leader Aumeier and the block leader of [block] 11 came by 
and saw us. Aumeier said ‘Just keep on drinking! ’ When we were near the vat, 
the SS men pressed our heads into the tea. I lost consciousness. 

Later, I was told by the block elder to report to the block leader’s office. A 
guard led me to the crematorium. I went into the yard. An Unterscharfiihrer 
opened the gate. I recognized him, it was Stark. He beat me with a whip. An¬ 
other door was opened, and I saw a furnace and three detainees who were 
working on a cart full of corpses. At the time, I was 20 years old and had never 
seen a corpse. I stopped. Stark beat us and yelled ‘Get going, quick, quick, take 
the clothes off the corpses! ’ 

There were perhaps 700 corpses there, with their clothes on, children, women, 
men, with packages strewn about. To the right of them, there were some 100 
more people, with ‘SU’ on their clothes. Broken suitcases, bread, clothes were 
lying around, full of blood. We had to undress the corpses. Stark beat us all the 
time. It is a dreadful job to take clothes and shoes off rigid corpses. If we tore 
anything. Stark beat us again and again. 

Presiding Judge: Did the corpses show any wounds? 

Muller: Yes. 

PJ: Had they been shot? 

M: No, they had been gassed. I was to see that later. The corpses stood in front 
of the ventilators in the gas chamber, tightly packed. I saw a dead child hang¬ 
ing from the mother’s breast. There were green crystals on the floor. There 


H. Langbein, op. cit. (note 91), pp. 459-463. 
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was a smell of almonds, or of hard spiritus. Even today, such a smell makes me 
sick. 

There were seven of us in the Sonderkommando. At that time, two furnaces 
were in operation. In front of each furnace, there was a cart for the introduc¬ 
tion of the corpses. Three corpses were loaded on the carts at one time. Those 
carts ran on rails. One day, three of us could not go on working. Stark drew 
his revolver and shot three comrades, Weifi, Goldschmidt, and Neumann, be¬ 
fore my eyes. 

Because the number of corpses increased rapidly, we had to load them on 
trucks and take them out to afield during the night. A large hole had been dug 
there, with water in it. There were four of us at the time, and we had to throw 
four to five hundred corpses into those holes. A car with a red cross stood near 
the hole and lit the scene with its headlights. 

Afterwards, Stark led us back to Block 11. We came into a bunker cell without 
light. It was terrible to hear the clanking of the keys in the morning. We were 
given soup. Three new detainees, Frenchmen, were brought into the cell. Then 
we were all taken to the motor pool again and taken to the hole in afire truck. 
The car pumped the water out of the hole, and we had to climb into the ditch, 
which was now very swampy, and lay the corpses on a pile. Near the pit, 
Grabner, Aumeier and others from the SS were standing. Stark was in charge 
of the operation. We could hardly remove the corpses; they fell apart in our 
hands. Arms tore off. The corpses were full of water. But Stark treated us like 
animals. 

Two French comrades could not continue. Stark yelled ‘What’s the matter with 
you Moritzes!, ’ took out his pistol, and shot the two who had been leaning on 
the dead. Finally, we had to return to the camp on the double. We were cov¬ 
ered with blood and dirt. They took us as we were to the bunker. Cell 13 this 
time. There was light in it. It was a dreadful night. We had collapsed, mentally 
and physically. We slept on the floor, like animals. 

When the block leader brought us the food the next day, we asked to be al¬ 
lowed to wash ourselves. He let us go up into the washing room, and we were 
given other clothes, too, and were then taken back into Cell 13. At nightfall, we 
heard shouts in the yard ‘Fishing command, get ready! ’ 

I can imitate Stark’s way of shouting even today. It meant that we now had to 
put on our wooden clogs. We were taken into the yard and into the crematori¬ 
um. Two Slovak detainees came along this time. Stark took us to the cremato¬ 
rium, lined us up against the wall, and told us to wait for further orders. We 
were not to speak to anyone, otherwise we would be shot. 

After some time, the doors of the yard were opened, and some 350 Jewish 
women, men and children were brought in. Grabner, Aumeier, Stark, and oth¬ 
ers from the SS were present. Stark yelled, ‘Now, everyone undress! ’ Later, I 
saw from the clothes that they were Polish Jews. They must have known that 
something was not right and undressed only slowly. Stark and the others kept 
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on yelling ‘Get on with it, take your clothes ojf! ’ Stark beat the people with a 
whip. 

I saw a man who wanted to take his tie ojf - but he did not have one on. The 
children went to their parents, but they did not cry. They were probably Jews 
from the ghetto. Then they were all led into the gas chamber. There was only 
one ventilator there, and the lights were on. The door was closed, and Stark 
ordered, ‘Pick up those rags! ’ 

Again, the gate was opened and again, 300 people entered. It was the same 
thing once again. After the gas had been fed into the chamber from the roof of 
the crematorium, there was heavy coughing, children and adults screamed, 
there was chaos. After a while, things quieted down, the coughing subsided, 
and we saw Stark coming down from the roof with his gas mask. 

We were ordered to search the clothes and to put all valuables, dollars, gold, 
and other things into a box. Stark stood near the box and pocketed what he 
liked. 

At that time. May and June 1942, gassings took place either before the morn¬ 
ing roll call or after the evening roll call, never during the day. [...] I watched 
Stark at his job for something like six weeks. During this time, he must have 
taken at least ten or eleven thousand people into the gas chambers. ” 

Finally, as I have already mentioned, in 1979 Muller published a book of 
memoirs, in whieh he again deseribed events in the Auschwitz crematori¬ 
um. 

Before we examine the declarations of this witness in detail, it must be 
emphasized that in his deposition during the trial of the Auschwitz camp 
garrison he did not mention at all his activity as a member of the so-called 
‘‘‘Sonderkommando” in the crematoria at Birkenau. He did mention this in 
the declaration published by Kraus and Kulka, but devoted less than 45 
percent of his story to it, a story, which, in any case, is made up of fanciful 
anecdotes, such as the removal of human flesh from executed detainees for 
culturing bacteria (although this no longer took place at Auschwitz, but in 
Crematorium V of Birkenau), or the systematic draining of the blood of 
young women (for German military hospitals) or the account about SS- 
HauptscharfUhrer Moll, who had the habit of throwing Jewish babies “into 
the boiling human fat”!'^"^ The same historical value can be assigned to the 
little tale of the Kapo who regularly killed Jewish detainees and was repri¬ 
manded by the SS only because he had hurt his hand in doing so. 

In his 1979 book of memoirs, Muller devoted 25 percent of the text to 
events in Crematorium I and the remaining 75 percent to happenings in the 
Birkenau crematoria: from 0 to 75 percent, a most astounding literary pro¬ 
gression! 


™ O. Kraus, E. Kulka, op. cit. (note 27), pp. 133f. 
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The witness is not even certain of the date of his arrival at Auschwitz, 
for he gives it either as April 13 or April 20, 1942. His ID number (29236) 
was assigned on April 13, the day on which a transport of Slovak Jews ar¬ 
rived at the camp, which, however, comprised 1077 Jews, 634 men and 
443 women,and not 250, as the witness declared. 

The events surrounding his assignment to the crematorium are anything 
hut clear. Being thirsty, he - hy himself and simultaneously together with 
another detainee - goes out looking for “leftover tea” which, however was 
“a cauldron full of tea” or “the vats with tea for the night,”hence not re¬ 
ally leftovers. 

Strangely, however, he was punished and sent to the crematorium for 
“theft of water.” He was apprehended hy the BlockfUhrer of Block 11 and 
hy Aumeier, who told him sarcastically to go on drinking, hut at the same 
time came to Muller’s cell in the afternoon to ask him why he was there, 
because he did not know. 

The witness was sent to the crematorium together with six other detain¬ 
ees, hence altogether seven. But after the first day at work they “locked up 
the six of us” in Block 11, even though no one had been lost. Or else Mul¬ 
ler was taken, together with his comrade who was (or was not) present 
when they stole the tea, to the crematorium where there already were five 
detainees at work, so that together they would again be seven. Of those, 
however, four were killed the same day, having been made responsible for 
the fire that had broken out in the crematorium. Once the fire was under 
control, another seven detainees were assigned to the crematorium. Hence, 
before they started out on the work of burying the corpses, there were now 
ten detainees. 

According to another version of the story, there were seven detainees in 
the “Sonderkommando” three of whom were shot, so that there were only 
four of them left when the burying started. In Muller’s book, finally, there 
are three'^’ detainees who were shot for sabotage, and those employed in 
the burials the first night are said to have been seven. 

The corpses to be buried were loaded on one truck,or two, or three. 
The detainees doing this job during the first night were, as we have just 
seen, four, seven, or ten. The corpses - alternatively “some 800” and 400 
to 500 - were thrown into one or several pits. Here the ground water was 
pumped out by a “fire truck” and, at the same time, by a “motor pump.”'^^ 

Let us now move on to a review of what the witness has to say about 
the crematorium and the “gas chambers.” 

D. Czech, op. cit. (note 82), p. 197. 

F. Muller, op. cit. (note 32), p. 19. 

‘27 Ibid., p. 33. 

‘28 Ibid., p. 37. 

‘2* Ibid., p. 40. 
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On May 24, 1942, Muller was assigned to work in the camp crematori¬ 
um. He noted right away the round chimney of this building,'^® which, 
however, was square.Then he was led into the morgue where, among 
suitcases and backpacks, there were dead men and women who still had 
their clothes on. The witness was given the order to undress them. 

Apparently, the SS, after eight months of alleged homicidal gassings, 
had not yet understood that it was easier to have the victims undress before 
they were gassed! According to the witness Walter Petzold, this “disastrous 
mistake” had been committed by the SS only on the occasion of the first 
nebulous homicidal gassing in Bunker 11.'^^ They thus had learned their 
lesson at that time. The claim by the witness that the undressing of the 
corpses of the allegedly gassed victims was begun because of an order 
from Himmler is therefore ludicrous. 

As far as that visit is concerned, it is an established fact that it took 
place on July 17 and 18, 1942, and Himmler could not have inspected the 
crematorium “around ten o’clock,” because he was received at Kattowitz 
by Gauleiter Bracht, SS-Obergruppenfiihrer Schmauser and by Hoss at 
3:15 p.m.; from Kattowitz he was accompanied to the camp, which he in¬ 
spected even later.There is no proof that Himmler ever inspected the 
crematorium. The photographs taken during the visit show Himmler wear¬ 
ing a gray uniform,and Muller thus could not have seen him wearing “a 
white uniform.” 

The alleged disguise of the morgue as a “wash-rooms with pipes and 
faucets” is in contradiction to Jankowski’s declaration, mentioned above, 
according to which there were “no false showers” in the alleged gas cham¬ 
ber. Hans Stark expresses himself in similar terms (see Section 3.8). 

Muller did not overlook the “little greenish-blue crystals” or simply 
“green” crystals spread out on the floor of the morgue, the residue of 
Zyklon B, which, however, did not consists of “greenish-blue crystals” but 
of gypsum granules, white in color. On account of its dangerous nature, the 
residue would be removed from the disinfestation chambers as soon as the 
test for toxic substances (Gasrestprobe) yielded negative results and thus 


Ibid., pp. 22 and 31. 

“Inventory plan of building No. 47a, BW 11. Crematorium” (Bestandplan des Gebdudes 
Nr. 47a. B.W. 11. Krematorium) of April 10, 1942. Cf. Document 4. 

W. Petzold, “Bericht liber die erste Vergasung von Gefangenen in deutschen Konzentra- 
tionslagem, Mauthausen den 17. Mai 1945.” Staatsanwaltschaft beim LG Frankfurt 
(Main), Strafsache beim Schwurgericht Frankfurt (Main) gegen Baer und Andere wegen 
Mordes (investigation files to the Frankfurt Auschwitz trial), ref. Js 444/59, Vol. 31, p. 
5312. 

Cf. in this respect my study Special Treatment in Auschwitz. Origin and Meaning of a 
Term, 3rd ed., Castle Hill Publishers, Uckfield 2016, pp. 16-25 and 118. 

AGK, NTN, 97, pp. 21-31, photographs of Himmler’s visit. 

F. Muller, op. cit. (note 32), p. 24. 
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allowed the specialists to enter the room wearing their gas masks.This 
would also have been true for any homicidal gassings, and therefore the 
witness cannot have seen Zyklon B residues in the alleged homicidal gas 
chamher. In fact, he has given a false description. 

To his great surprise, Muller finds in the “gas chamher” the corpse of a 
girl with whom he had gone to school, and therefore the transport came 
from Slovakia. Indeed, the “gas chamher” held “the first Slovakian 
transport to he gassed,” as he declared during the trial of the Auschwitz 
camp garrison. 

Actually, according to Danuta Czech’s Kalendarium, on May 24, 1942, 
there was no homicidal gassing, let alone of a Jewish transport from Slo¬ 
vakia. After April 29, in fact, the next Jewish transport from Slovakia ar¬ 
rived at Auschwitz on June 20, 1942, and the 659 persons that made it up 
were all duly registered! Hence Muller’s account of the first homicidal gas¬ 
sing is a complete invention. 

Then UnterscharfUhrer Stark allegedly ordered the corpses to he 
burnt: 

“Stark gave orders to switch on the ventilators. A button was pushed and they 
began to rotate. Soon, however, they were turned off again, once Stark had 
looked into the furnaces and convinced himself that the fire was burning well. " 

This sentence, which refers to the pre-heating phase of the furnaces, is 
nonsense. Each one of the 3 double-muffle furnaces was equipped with a 
blower driven by a three-phase electric motor of 1.5 HP and of the corre¬ 
sponding ductwork, which entered into the rear part of the furnace and ran 
through the brickwork above the two muffles. Two more pipes branched 
out from it in the upper part of the two muffles and fed into the latter by 
means of four openings in the muffle roof. The function of the blowers, 
therefore, was not to fan the fire of the gasifiers, but to feed combustion 
oxygen into the muffles. In the pre-heating phase of the furnaces, this 
would only have resulted in cooling the refractory lining of the muffles. 

Muller goes on to accurately describe the device for introducing the 
corpses into the furnaces, but forgets an essential element, the pair of roll¬ 
ers attached to a fold-away frame, which was secured by a suitable sup¬ 
porting bar welded to the anchors of the furnace in front of the muffles. 
The omission probably stems from the fact that on the two furnaces poorly 
rebuilt by the Poles in the years after the war, the rollers had not been in¬ 
stalled, whereas the device for introducing the corpses was otherwise cor¬ 
rectly mounted. 


Cf. in this respect my article “Auschwitz: ‘Gas Testers’ and Gas Residue Test Kits,” in: 
The Revisionist, 2(2) (May 2004), pp. 150-155. 

F. Muller, op. cit. (note 32), pp. 25f. 
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How many furnaces were in operation? At the Auschwitz trial, the wit¬ 
ness declared: “at that time, two furnaces were in operation,” hut in his 
hook he writes “all six furnaces were hurning.”'^* After the pre-heating pe¬ 
riod, the corpses were introduced into the furnaces - three at a time.'^® 
About this the witness states:'"^® 

“For the cremation of three corpses, the big wheels had estimated 20 minutes, 
and it was up to Stark to make sure that this would be accomplished" 

He then adds that in one hour 54 corpses could he burnt in the three dou¬ 
ble-muffle furnaces, i.e., three corpses every twenty minutes in each muf¬ 
fle. We are here in the realm of technological fantasy. The cremation ca¬ 
pacity of the Auschwitz furnaces was one corpse per muffle per hour, a to¬ 
tal of six corpses per hour in the six muffles. The witness has multiplied 
the capacity of the furnaces by a factor of nine! 

Muller then relates that the crematorium personnel had forgotten “to 
shut down the ventilators of one furnace”''*' - which is wrong because each 
furnace had only one ventilator - with the following result:'"*' 

“The flames had been fanned so strongly and the fire had already reached an 
intensity such that the refractory bricks in the chimney came loose and the fur¬ 
nace burnt through, with the bricks falling into the flue that linked the furnace 
to the chimney. ” 

This is another nonsensical statement. As has been explained above, the 
function of the blower was not to fan the fire, but to feed combustion air 
into the muffle. Because the blower brought in cold air, if air had been fed 
in, the result would have been the exact opposite of what the witness’ ver¬ 
sion: the two muffles of the furnace would have cooled to the point of ex¬ 
tinguishing the gasifier for lack of draft. 

The “Instructions for the operation of the coke-fired Topf double¬ 
muffle cremation furnace” specifies, in fact, for such a case:'"*^ 

“This temperature rise can be countered by blowing in air. " 

Furthermore, no furnace caught fire or was otherwise damaged in May- 
June 1942. Hence, Muller’s story is historically false as well. In that peri¬ 
od, only one such incident was recorded, which, however, did not involve 
the furnaces. On May 13, the head of the camp administration requested 
the Central Construction Office to “repair the chimney and the engine 
house'^'"'^^ of the crematorium.”''*'* The work was done on May, 14 and 15. 

'38 Ibid., p. 25. 

'35 Ibid., p. 27. 

Ibid., p. 29. 

'^'/foW.,p. 31. 

'^3 APMO, BW 11/1, p. 3. 

*"'3 The little shed next to the crematorium and the chimney which housed the motor of the 
forced draft system. 
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The first item did, in fact, not concern the chimney as such, hut the “chim¬ 
ney flue” which linked the three furnaces to the chimney: 50 refractory 
hricks were replaced and 50 kg of refractory mortar were used.^"^^ 

On May 30, SS-Oberscharfiihrer Josef Pollock informed Bischoff that 
the chimney’s steel hands had loosened and cracks had appeared in the 
brickwork.'"^® This led to the decision, as we shall see later, to knock down 
old chimney and rebuilt it, but all this lends no support whatsoever to the 
fairy-tale of the fire invented by our witness. 

Hence, the witness has lied not only about the gassing of the Slovakian 
transport, but also about the fire in the crematorium. 

This enigmatic fire - Muller continues - also spread to the furnace hall, 
and was brought under control only in the evening: the crematorium had 
become inoperable.'"^’ It went back into service after a few days,'"'* i.e., to¬ 
ward the end of May, when a transport of Jews arrived from Sosnowitz. 
On that occasion, 600 persons are said to have been gassed in the morgue 
of the crematorium, if we follow Muller. 

However, according to the Auschwitz Kalendarium, the first transport 
of Jews from Sosnowitz arriving after May 30, 1942 (the day of Muller’s 
assignment to the crematorium) came to Auschwitz on June 17 and was al¬ 
legedly gassed, in its entirety, in “Bunker 1” of Birkenau!'^' 

After three days of inactivity, if we follow Muller, another transport of 
a few hundred persons was likewise gassed in the morgue.'^’ On this occa¬ 
sion, we encounter for the first time the alleged deceptive speech designed 
to calm the victims.'^* This allegedly took place at the end of May 1942, 
because the witness declares:'^"' 

“In this way, from the end of May onwards, one transport after another disap¬ 
peared in the Auschwitz crematorium. ’’ 


144 “Yerwaltung KL Auschwitz. Bestellschein Nr. 451“ of May 13, 1942. APMO, BWl 1/5, 
p. 3: “Den Kamin und das Motorenhaus des Krematoriums inslandzusetzen” (to repair 
the chimney and the motor shed of the crematorium). 

“Aufstellung der ausgefuhrten Bauarbeiten.” May 20, 1942. APMO, BW 11/5, pp. 5f., 
and “Bericht Uber ausgefiihrte Arbeiten im Krematorium” of June 1, 1942. APMO, 
BWl 1/5, pp. If. 

RGVA, 502-1-314, p. 12 and 502-1-312, p. 64. 

F. Muller, op. cit. (note 32), p. 32. 

Ibid., p. 49. 

Ibid., p. 53. 

Ibid., p. 54. 

D. Czech, op. cit. (note 82), p. 230. 

F. Muller, op. cit. (note 32), pp. 57-62. 

Ibid., p. 61. 

‘54 Ibid., p. 63. 
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Therefore, all of this - the three gassings and the fire - happened between 
May 24 and 31. However, according to Czech’s Kalendarium,^^^ no Jewish 
transport arrived at Auschwitz during that time. 

The witness goes on to state that during this period the damage to the 
crematorium also occurred which required the rebuilding of the chimney. 
Here, Muller says:'^® 

“In place of the round chimney that had been destroyed during the fire at the 
crematorium, the bricklayer unit erected an enormous new quadrangular 
chimney. ” 

Then he adds:'^’ 

“The continuous operation, especially the strain on the furnaces that went with 
it and that originally had not been taken into account, apparently caused the 
refractory bricks of the inner lining to disintegrate, threatening the collapse of 
the chimney. For that reason, in the summer of 1942 a new quadrangular 
chimney with a double lining of refractory was attached to the furnaces. Dur¬ 
ing this period, however, the operation of the furnaces was not discontinued. 
The unit working on the chimney was about 30 heads strong. These were main¬ 
ly Jewish detainees. ” 

Hence the witness either attributes two different causes to the damaging of 
the same chimney or else refers to two different chimneys. The first hy¬ 
pothesis entails an obvious contradiction, the second one is factually incor¬ 
rect. 

Actually, as has been noted above, the chimney of Crematorium I 
showed initial damage at the end of May 1942, but had not been “de¬ 
stroyed.” When dangerous cracks appeared in the brickwork, it was decid¬ 
ed to knock it down and build a new one. The new chimney was put up by 
688 detainees (and not by “about 30”) between July 12 and August 8, the 
old one was demolished on July 6. 

Filip Muller’s claim that the crematorium remained in operation during 
this period of construction is obvious nonsense, because it was necessary to 
build new flues, one 12.20 m long linking furnaces 1 and 2 to the new 
chimney, the other 7.375 m long for furnace 3.'^* In July, coke deliveries to 
the crematorium were drastically reduced: after a shipment of 5 tons on Ju¬ 
ly 18, the next shipment arrived only on August 10,^^® which means that 
the crematorium certainly remained inactive for some 20 days, July 20 
through August 9. 

D. Czech, op. cit. (note 82), pp. 216-218. 

F. Muller, op. cit. (note 32), p. 65. 

Ibid., p. 74. 

*** Robert Koehler, “Rauchkanal fiir die Zentral-Bauleitung der Waffen-SS und Polizei 
Auschwitz O.S.“ of August 11, 1942. RGVA, 502-2-23, p. 18. 

APMO, D-Aul-4, Segregator 22, 22a, List of “Coke and coal for the crematoria in tons,” 

p. 2. 
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Filip Muller returns to the question of the chimney, writing:'®® 

“The SS Construction had placed great hopes for a smooth opera¬ 

tion of the crematorium in the new quadrangular chimney. Soon, however, it 
turned out that it was not up to its task. During operation, refractory bricks 
continually fell off, blocking the flue through which the smoke had to pass. 
Jewish transports, still arriving as before, could no longer be ‘handled ’ in the 
crematorium without a hitch. For that reason, the operation had to be cur¬ 
tailed in the fall of 1942. ” 

Actually, the crematorium was put hack into operation at full capacity 
without the new chimney having been properly dried: The hrick-work, still 
humid, was damaged hy the evaporation of water it contained, causing new 
cracks. On August 13, Bischoff, referring to a discussion he had had with 
SS-HauptsturmfUhrer Mulka the day before, sent the following letter to the 
camp command:'®^ 

“On the basis of the telephone conversation mentioned above, the camp com¬ 
mand was informed that because of being heated too soon (all 3 furnaces are 
in operation), damage to the brick-work of the new chimney unit has already 
appeared. Since the 3 cremation furnaces were put into operation before the 
chimney’s brick-work mortar could completely harden, any further responsibil¬ 
ity [on the part of this officer] for this unit must be refused. ” 

The witness does not explicitly say when the alleged gassings in Cremato¬ 
rium I were stopped, but he, too, speaks of the nebulous gassing of the men 
from the so-called “Sonderkommando,” which is said to have occurred “in 
mid-December 1942.”'®^ If we follow Jankowski, this should have been the 
last gassing. 

Muller assigns a sizeable number of victims to the alleged gas chamber 
of Crematorium 1:'®“' 

“Tens of thousands of Jews from Upper Silesia, Slovakia, France, Holland, 
Yugoslavia, from the ghettos of Theresienstadt, Ciechanow, and Grodno were 
killed and cremated here. ” 

In the deposition he made during the Auschwitz trial, mentioned above, he 
was even more precise: 

“At that time, roughly in May and June 1942, gassings took place either before 
the morning roll call or after the evening roll call, never during the day. [...] I 
watched Stark at this job for something like 6 weeks. During this time, he drove 
at least ten or eleven thousand people into the gas chambers. ’’ 


160 p Mijiier, op. cit. (note 32), p. 79. 

Recte: SS Central Construction Office. 

‘“RGVA, 502-1-312, p. 27. 

F. Muller, op. cit. (note 32), p. 80. F. Muller mentions neither the precise date nor the 
number of those allegedly gassed. 

Ibid., p. 83. 
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Muller was assigned to the crematorium on May 24, 1942. The crematori¬ 
um was shut down between July 19 or 20 and August 9 because of the 
demolition of the old chimney and the construction of the new one. In the 
autumn of that year, the crematorium was moreover used only in a limited 
way. Therefore, these “tens of thousands” of victims must have been killed 
between the end of May and the middle of July as well as in September of 
1942. 

However, according to Czech’s Kalendarium, no homicidal gassing 
took place during the latter half of May, and in June the approximately 
7,000'®^ Jews allegedly killed are said to have been gassed in the so-called 
Bunker 1.'®® For July and September, Czech indicates no location for the 
alleged gassings,'®’ but uses only the standard phrase “the [...] remaining 
deportees are killed in the gas chambers,” with the “gas chambers” refer¬ 
ring to “Bunkers” 1 and 2. 

Muller claims that the alleged gas chamber of Crematorium I had 
served “from the very beginning only as a reserve installation for the two 
extermination facilities set up at Birkenau,”'®" i.e., for the so-called “Bun¬ 
kers.” However, from the standpoint of orthodox historiography, the “Bun¬ 
kers” did not need to make use of any reserve capacity, because the highest 
average daily rate of those claimed to have been gassed - for the month of 
August - was less than 1,200 per day in the two “Bunkers,” whereas 
Czech’s Kalendarium lists 2,000 people as having been gassed on two oc¬ 
casions - on June 17 and 20, 1942 - “in Bunker No. 1”'®* alone. Therefore, 
both “Bunkers” together would have had a gassing capacity of at least 
4,000 persons per day, more than three times the average maximum daily 
load indicated above. What is more, out of the 7,000 allegedly gassed vic¬ 
tims mentioned above, 6,000 belonged to transports for which there exists 
no document and which, pending proof of the contrary, have to be consid¬ 
ered fictitious.'®^ 

In addition, the assertion that “tens of thousands of Jews [...] were 
killed and cremated” in the crematorium is refuted categorically by the 
amount of coke supplied to the crematorium. Between June and December 
1942 it received 200.5 tons of coke,'’® sufficient for the cremation of a the- 


This figure includes an alleged transport of Jews from Ilkenau of unknown size, said to 
have been gassed in its entirety. I have given it the size of two other, similar transports, 
but which allegedly arrived from Sosnowitz: 2,000 persons. 

D. Czech, op. cit. (note 82), pp. 213-239. 

The only exception is the transport of Jews from Slovakia on July 4, for which D. Czech 
mentions the gassing of 628 persons “in the Bunkers.” D. Czech, op. cit. (note 82), p. 
243. 

D. Czech, op. cit. (note 82), pp. 230 and 232. 

C. Mattogno, op. cit. (note 133), pp. 35f. 

APMO, D-AuI-4, Segregator 22, 22a, List of “Coke and coal for the crematoria in tons,” 
pp. 2f. 
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oretical maximum number of (200.5^28=) 7,160 corpses.'*’"^ Filip Muller 
eventually admits that in the crematorium “also the dead were cremated 
who had died in other camp areas,”'’' i.e., those who had died a “natural” 
death. Thus it is clear that those 200.5 tons of coke must have been suffi¬ 
cient to burn both the dead from the camp - those registered in the 
“Leichenhallenbuch” - and those allegedly gassed. But the corpses docu¬ 
mented come first. For the period of June through December 1942, the 
“Leichenhallenbuch" lists 9,399 persons deceased,'” which means that the 
amount of coke supplied to the crematorium was not even sufficient to 
burn all the corpses stemming from the camp. It is thus impossible that 
“tens of thousands” of Jews were “killed and cremated" in Crematorium I, 
as the witness maintains. 

With respect to the alleged gas chamber, the witness claims that it pos¬ 
sessed “six camouflaged openings” for the introduction of Zyklon B'’"' and 
“a big ventilator”installed “on the ceiling”, which was somehow dam¬ 
aged by the alleged fire in the furnace hall.'"'’ But in his deposition at the 
Auschwitz trial, Muller declared: “The corpses stood in front of the venti¬ 
lators in the gas chamber, tightly packed,” then, contradicting himself, he 
added: “There was only one ventilator, the lights were on.” But if the ven- 
tilator(s) was (or were) installed in the ceiling, how could people stand “in 
front” of them? 

In conclusion, we may say that Muller has woven into a web of actual 
facts a dense tissue of fibs, which he has presented in a different way each 
time he recounts them. His initial transgression was obviously the literary 
pretext of justifying his being sent to the crematorium as “punishment.” 
Then, too, his blatant lies about the gassing of the Slovakian transport and 
the fire in the crematorium are literary pretexts for introducing the story of 
the burials, again as a “punishment.” 

It is no accident that during the Auschwitz trial, fearing that he would 
be exposed, he gave up this lie and invented an entirely different story: the 
corpses were taken to the hole (or to the holes) no longer on account of the 
nebulous fire (“now the crematorium was, of course, no longer operation¬ 
al”'"'’), but “because the number of corpses increased rapidly,” i.e., because 
the capacity of the furnaces was insufficient. 

Because at this trial Muller made his depositions under oath, he either 
told the truth on this occasion, and thus obviously lied in his other declara¬ 
tions, or else he told the truth in his other declarations, and thus committed 


*’* F. Muller, op. cit. (note 32), p. 72. 

AGK, NTN, 143, Leichenhallenbuch. Analysis by J. Sehn, p. 142. 

The corpses left over were buried and later incinerated in the open air at Birkenau. 
F. Muller, op. cit. (note 32), p. 62. 
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perjury at the Auschwitz trial (or both declarations are lies). Whichever 
way you look at him, he remains a liar. 

The Frankfurt tribunal did not take Muller’s account very seriously and 
declared of it:'’^ 

“The presentation of the witness Miiller about the gassing of the Slovakian 
Jews is not very clear. Moreover, the court knows that at that time gassings no 
longer took place in the small crematorium, but in the farmhouses that had 
been adapted for the purpose. ” 

Summarizing, S. Jankowski and F. Muller, the only - self-styled - survi¬ 
vors of the “Sonderkommando” of Crematorium I, have made declarations 
that are not only historically false and technically nonsensical, but are also 
mutually contradictory. In particular, one of them affirms that the alleged 
gas chamber had six openings and one ventilator, the other that it had two 
openings and no ventilator (or contradictorily states that it had “ventila¬ 
tors”). 


3.4. Hans Aumeier 

SS-HauptsturmfUhrer Hans Aumeier held the post of “1. Schutzhaft- 
lagetfiihrer” (first leader of the protective custody camp) of the Auschwitz 
camp from February 16, 1942, until August 15, 1943. In October 1943 he 
was made commandant of Vaivara concentration camp in Estonia, and 
from February 1945 onwards he was in charge of Mysen concentration 
camp in Norway; in that country he was arrested by the British on June 11, 
1945. 

In a report written on July 25, 1945, he stated:'^® 

“As far as I remember, it was in November or December 1942 that the first 
gassing of about 50-80 Jewish detainees was undertaken. This took place in 
the morgue of the crematorium in Camp I, under the direction of the garrison 
physician, of Untersturmfiihrer Grabener [Grabner], of the and a 

number of medics. I was not present at the time and did not know beforehand 
that this gassing would take place, either. Towards me, the L.K. was always 
very distrustful and taciturn. It was only the next day that the garrison physi¬ 
cian, Grabner, Ustfhr [Untersturmfiihrer] Messier [Hossler], Hptsfhr [Haupt- 
scharfUhrer] Schwarz and I were called to the L.K., who informed us that the 
order of the RFSS has come from RSHA-Berlin that all Jewish detainees unfit 
for work as well as the sick judged by the doctor as not being fit for work in the 
future are to be gassed in order to avoid the spread of epidemics. He stated 


H. Langbein, op. cit. (note 91), op. cit., p. 884. 

PRO, File WO.208/4661. Report by H. Aumeier of July 25, 1945, pp. 5f. 
L.K., Lagerkommandant, commandant of the camp. 
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further that the first detainees had been gassed the previous night, but that the 
crematorium had turned out to be too small and could not cope with the cre¬ 
mations, so that in the crematoriumS™^ now under construction at Birkenau, 
gas chambers were being included. [...] 

In the period that followed, some 3 or 4 gassings were still carried out in the 
old crematorium. This always took place in the evening hours. There were 2-3 
air shafts in the morgue, and 1-2 medics wearing gas masks poured bluegas 
through them. We ourselves were not allowed to get close, and the Bunker was 
opened only the following day. As the doctor said, the people had died within 
1/2 to 1 M. [minute], ” 

As I have documented in a separate study,Aumeier thought initial that 
he should he frank about Auschwitz, hut eventually realized that he had to 
adopt the “truth” of his British interrogators, exactly as happened with 
Hoss. This propagandistic “truth” was shaped to fit the declarations of self- 
styled eyewitnesses, in particular those interrogated hy the English during 
the preparation of the Belsen trial and those interrogated hy the Poles for 
the Hoss trial. 

As far as Aumeier’s above declaration is concerned, we must first of all 
underline the curious coincidence of the date of the first alleged gassing in 
Crematorium I (“in the month of November or December 1942”) with the 
date given by Jankowski (“in November or December 1942”). As that da¬ 
ting is wrong according to orthodox historiography, the coincidence is un¬ 
likely to be an accident. 

The alleged Himmler order, which was issued inexplicably late, is also 
quite mysterious, as he could certainly have ordered detainees unfit for 
work to be killed, but why would he have ordered them to be gassed at a 
point when there were as yet no gas chambers at Auschwitz? And gas them 
with what? With the “bluegas” {Blaugas)! Actually, this was not hydrogen 
cyanide, but simply “fuel gas, a lighting gas, named after its inventor, [a 
man by the name of] Blau.”'*° This “bluegas” was poured into the alleged 
gas chamber not through appropriate openings but through “air shafts.” 
(How can one pour gas anyway?) The number of these air shafts (2-3: but 
were there 2 or were there 3?) copies, with some wavering, the number 
given by Jankowski (2 openings). 

On the other hand, if the number of those allegedly gassed was hardly 
“about 50-80 Jewish detainees,” it makes no sense to claim that “the crem¬ 
atorium had turned out to be too small and could not cope with the crema- 


German: “der Krenuitorium,” plural article, but singular noun. 

C. Mattogno, Debunking the Bunkers of Auschwitz: Black Propaganda versus History, 
2nd ed., Castle Hill Publishers, Uckfield 2016. 

Otto Lenz, Ludwig GaBner, Schddlingsbekdmpfung mit hochgiftigen Stojfen. issue no. 1: 
“Blausaure,” Verlagsbuchhandlung von Richard Schoetz, Berlin 1934, p. 15. 
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tions.” This is a rather shaky argument for arranging that alleged gas 
chambers he huilt in the crematoria at Birkenau. 

Finally, causing the victims to die within 30 seconds or one minute 
would have been an impossible task, even if using considerable quantities 
of Zyklon B. According to Haber’s rule, a concentration of 1-2 glw? (hy¬ 
drogen cyanide in air) is needed to kill a man in 30 to 60 seconds, the 
“immediately lethal” concentration being 0.3 g/m^.'^' However, according 
to a graph prepared by the Degesch Co. for the evaporation and diffusion 
of hydrogen cyanide, such concentrations are reached after 1.5 or 2.5 hours 
in the center of a room being gassed.'*^ Thus, between a minimum of 1-2 
minutes (close to the four points of introduction of Zyklon B) and a maxi¬ 
mum of about one hour (in the farthest corner of the room) would have 
been needed for those concentrations of hydrogen cyanide to be attained. 

In total, according to Aumeier, only four to five gassings were carried 
out in Crematorium I, and only from November or December 1942 on. 
Aumeier therefore squarely contradicts Filip Muller’s account as to the pe¬ 
riod from May to November/December 1942. 


3.5. Rudolf Hoss 

In his so-called Krakow notes, Rudolf Hoss relates that in 1941 political 
commissars of the Red Army started to arrive who, on the basis of a secret 
order given by Himmler, were to be executed:'*^ 

“The first, smaller transports were executed by details taken from normal 
troops. 

While [I was] away on a mission, my deputy, leader of the protective custody 
camp Fritzsch had used gas for killing. It was the hydrogen cyanide prepara¬ 
tion Cyklon B, which was in constant use throughout the camp as a disinfestant 
and was readily available. After my return, he informed me about this, and the 
gas was used again for the next transport. The gassing was carried out in the 
prison cells of Block 11. I myself, protected by a gas-mask, have watched a 
gassing. In those cram-packed cells, death occurred immediately after [the 

Cf. C. Mattogno, Olocausto: Dilettanti alio sbaraglio. Edizioni di Ar, Padua 1996, pp. 
185f. Editor’s note: Executions in U.S. gas chambers using 3,200 ppm HCN (3.8 g/mh 
last 10-15 minutes. To achieve death within a minute or faster, large quantities of soluble 
cyanide salts or liquid hydrogen cyanide have to be ingested. It is virtually impossible to 
kill within seconds by inhaling gaseous hydrogen cyanide. See Germar Rudolf, The Ru¬ 
dolf Report, 2nd ed.. The Barnes Review, Washington, D.C., pp. Ilf., 179-185, 193-201; 
cf. Ered A. Leuchter, Robert Faurisson, Germar Rudolf, The Leuchter Reports. Critical 
Edition, 4th ed., Castle Hill Publishers, Uckfield 2015, pp. 94-97. 

Deutsche Gesellschaft fur Schadlingsbekampfung m.b.H., Fumigation Chambers for 
Pest Control. Erasmus Druck Mainz, 1967, p. 9. 

Martin Broszat (ed.), Kommandant in Auschwitz. Autobiographische Aufzeichnungen des 
Rudolf Hoss, Deutscher Taschenbuch Verlag, Munich 1981, p. 126. 
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gas] was thrown in. Only a brief, almost suffocated screaming, and it was over. 
I did not become fully aware of this first gassing of people, I was perhaps too 
impressed by the whole process. I remember more vividly the gassing, a little 
later, of some 900 Russians in the old crematorium, since the use of Block 11 
was too much of a hassle. While the unloading was going on, we simply broke 
a few holes through the earth and the concrete that constituted the roof of the 
morgue. The Russians had to undress in the vestibule and proceeded quietly in¬ 
to the morgue, as they had been told that they would all be deloused there. The 
whole transport would just fit into that morgue. The door was then locked and 
the gas dumped in through the openings. I don ’t know anymore how long this 
killing lasted. But for a while, one could hear this humming sound. Upon in¬ 
troduction, some of them yelled: ‘Gas!, ’ then there was a lot of shouting, and 
they moved toward both doors, which, however, resisted the pressure. It was 
only several hours later that [the room] was opened and aired out. ” 

According to Danuta Czech, this gassing is supposed to have taken place 
on Septemher 16, 1941,'^'^ hut the only source the Polish historian offers is 
Hoss, although he does not give any precise indication as to the date. It is 
certain from the documents,'*^ though, that the first transports of Soviet 
POWs arrived at Auschwitz on October 6, 1941. This fact has been con¬ 
firmed by Kazimierz Smoleh, ex-detainee of Auschwitz and later director 
of the Auschwitz Museum.'*® He was interned on July 6, 1940 (ID number 
1327), and subsequently assigned to the Political Department, reporting to 
Maximilian Grabner. In his deposition of December 15, 1947, Smoleh de¬ 
clared:'*'^ 

“In early October, the first transports of Russians came to Auschwitz. ’’ 

Danuta Czech, on the other hand, basing herself on Hoss’s declarations, 
claims that 900 Soviet POWs were gassed on September 16, and another 
600 on September 3 in the basement of Block 11.'** 

Hoss affirms to have been present in person, wearing a gas mask, at a 
later gassing of Soviet prisoners in the basement of Block 11, but this gas¬ 
sing never took place according to the Auschwitz Museum. Commenting 
on Hoss’s assertion in this regard, an official text states:'*^ 

“It has not been possible to ascertain a second gassing of detainees in this 
block. Even though, here, Hoss denies his presence at the first attempted killing 
by means of gas, he confirms it a few lines further on. ” 


D. Czech, op. cit. (note 82), p. 122. 

Cf. C. Mattogno, op. cit. (note 2), pp. 120-124. 

Cf. ibid., pp. 117f. 

Sworn affidavit by K. Smolen of December 15, 1947. NO-5849, p. 2. 

*** D. Czech, op. cit. (note 82), p. 117. This is said to be the famous “first gassing” at 
Auschwitz which, however, has no historical foundation. 

*** Jadwiga Bezwinska, Danuta Czech (eds.), Auschwitz in den Augen der 55, Staatliches 
Museum Auschwitz-Birkenau, 1997, note 107 on p. 64. 
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Thus Hoss was either “present” at a gassing that took place in his absence, 
or else he was “present” at a gassing which never occurred! 

Another surprising fact is that the agony of the victims of the first gas¬ 
sing, according to Polish sources, lasted an entire day - so long, in fact, 
that it was necessary for the SS to drop more Zyklon B into the cells the 
next day'®° - whereas in the gassing that Hoss claims to have witnessed the 
deaths of the victims occurred “immediately upon introduction” of the gas. 
In another passage of his “notes,” Hoss writes that in the experiment con¬ 
ducted hy Fritzsch - i.e. in the first gassing - the Zyklon B also provoked 
“the immediate death” of the victims.^®' 

The description of the gassing in Crematorium I provided hy Hoss is, 
moreover, utterly grotesque. The morgue is said to have been chosen as a 
homicidal gas chamber at the very last minute in a decidedly improvised 
fashion. It was not equipped with gas-tight doors or with any ventilation,'^^ 
or with openings for the introduction of Zyklon B, which were hastily 
made as the victims stepped down from the train! 

The story of the gassing itself is even less believable. The Soviet pris¬ 
oners allegedly undressed in the “vestibule” of the crematorium, which 
measured 4.14 by 7 = 28.9 m^, and thus could accommodate 30 people at 
one time. Hence, the Soviet prisoners had to undress in 30 consecutive 
batches. They all “proceeded quietly into the morgue” because the SS had 
told them that they would be deloused there. In that morgue, however, 
there were no showers or other fake hygienic installations designed to fool 
the victims. Yet, nonetheless, the Soviet prisoners filed “quietly” into that 
room in groups of 30! In the end, there were 900 of them in a space of 78.2 
square meters, i.e., some 11 or 12 persons per square meter, but even then 
they did not suspect anything abnormal. It was only when the Zyklon B 
was introduced from the openings above that the obtuse victims realized 
they were going to be killed. Only then, Hoss tries to tell us, did they try to 
break down the doors - but how could they have done so, wedged, as they 
were, 11 or 12 of them into the space of a telephone booth? They could 
hardly have moved an arm. 

Finally, “only several hours later [the room...] was opened and aired 
out.” This means, as we have already seen, that the crematorium, just like 
the basement room of Block 11, had to be ventilated for a couple of days, 
but then why was the gassing done in the crematorium? 

It is important to note here that Hoss never mentions a mechanical ven¬ 
tilation system for the morgue of Crematorium I. In the sentence just quot- 

Cf. C. Mattogno, op. cit. (note 2), pp. 92-94. 

Martin Broszat (ed.), op. cit. (note 183), p. 159. 

In September 1941, the morgue of the crematorium was still equipped with the make¬ 
shift ventilation system which the head of construction had installed at the end of Febru¬ 
ary, but which was apparently unknown to Hoss. 
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ed, he says “was opened and aired out,” and not “was ventilated and 
opened” as would have been the case if a mechanical ventilation system 
had been available. In other words, according to Hoss, the doors of the 
morgue were opened first and then, afterwards, a natural airing by draft 
took place. 

At the March 12, 1947, session of his trial, when questioned about the 
first homicidal gassings at Auschwitz, Rudolf Hoss declared: 

“After the first gassing in Block 11 - the building designated as a prison - 
transports were gassed in the old crematorium, in the so-called morgue. The 
gassing proceeded as follows: an opening was created in the ceiling, and 
through it the gas - a crystalline mass - was thrown into the room. I remember 
only one transport. It comprised 900 POWs who were gassed in this way. 
From then on, gassing was done outside the camp, in ‘Bunker 1. 

Hence, according to the commandant of Auschwitz, the alleged gas cham¬ 
ber of Crematorium I, which according to him had only one opening for 
the introduction of Zyklon B, was used only until the so-called Bunker 1 
was said to have been ready, i.e. until January 1942.^®"^ 


3.6. Pery Broad 

Former SS-RottenfUhrer Pery Broad was transferred to Auschwitz on April 
8, 1942. He was assigned to the Political Department on June 18, reporting 
to SS-UntersturmfUhrer Maximilian Grabner. Broad was arrested by the 
British on May 6, 1945, and released in 1947. On July 13, 1945, he drew 
up a report which was never registered by any “commission for the inves¬ 
tigation of the German war crimes,” and therefore never received any reg¬ 
istration number. It thus disappeared completely for around 20 years and 
then suddenly resurfaced at the Auschwitz trial in Frankfurt. 

On April 20, 1964, during the 39th session, a certain Hermann Roth- 
mann was questioned and made the following statement: At the end of the 
war he worked at the Intelligence Section of the British government. 
Broad, who was working in the same office as an interpreter, handed him 
his now famous report on Auschwitz in six copies. Rothmann kept one for 
himself and later handed it over to the Frankfurt tribunal. 

Another witness, Cornelis van bet Kaar, likewise employed by the Brit¬ 
ish secret service at the time, declared that in June 1945 Broad had volun¬ 
teered the story of the Auschwitz camp to him. Van het Kaar asked Broad 

AGK, NTN, 105, pp. llOf. 

D. Czech, “Kalendarium der Ereignisse im Konzentrationslager Auschwitz-Birkenau,” 

in: Hefle von Auschwitz, Wydawnictwo Panstwowego Muzeum w Oswiecimiu, issue 3, 

1960, p. 49. 

H. Langbein, op. cit. (note 91), op. cit., p. 537. 
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to write down his experience at Auschwitz, and Broad then handed to the 
British a written report around June 15.'^® When questioned about the re¬ 
port during the Frankfurt trial, Broad declared: 

“In 1945 I wrote a report on Auschwitz, which I handed to the English in the 
British camp of Munsterlager. A copy of my report was prepared there. I have 
leafed through the photocopy presented to me here. Some parts are my text, 
some parts seem to have been added by others, some parts, too, are wrong. I 
am surprised that such things are attributed to me. ” 

After having read the report. Broad said:'^^ 

“Certain sections I recognize to be my own notes, but not the document in its 
entirety. ” 

It is certainly true that Broad accepted those parts of the report which speak 
of the gassings as authentic,hut it is also true that his situation in the tri¬ 
al increasingly worsened, to the point that during the hearing of Novemher 
6, 1964 - having hitherto been present in freedom - he was arrested imme¬ 
diately after the deposition of a certain Ota Fabian, who accused him of 
having murdered various detainees.Broad then lodged a motion with the 
court in which he claimed to have done nothing of the kind. 

Obviously, Broad was trying to mollify the court and had no wish to al¬ 
ienate it by contesting the parts of his report which were essential for the 
trial. It is certain, however, that the report presented to the Frankfurt tribu¬ 
nal, which was later published in its entirety by the Auschwitz Museum,^“ 
had been manipulated. The strangest aspect is that neither Broad nor the 
two British agents mentioned above gave a precise date for the report: the 
date is, in fact, known only because Broad mentioned it in a sworn state¬ 
ment to the British at Minden on December 14, 1945.^°^ In that statement 
he also quotes two passages of his report (concerning the alleged homicidal 
gassing in Crematorium I at which he claimed to have been present), which 
on the whole correspond to the text published by the Auschwitz Museum. 

In a later sworn statement, dated October 20, 1947, Broad describes the 
alleged gassing. He asserts that in May 1942 SS-HauptscharfUhrer Hossler 
formed a special SS unit that was ordered to close off all roads leading to 
the crematorium. Broad continues:^®^ 
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Ibid., p. 528. 
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“A few weeks later, the offices of the Political Department, which at the time 
were located on the lower floor of the infirmary, were cleared in the early 
morning hours and the personnel sent to their lodgings. I did not follow this 
order, but hid in the upper part of the stairwell. From there, I could observe 
the crematorium, which was some 100 m After some time, the high 

entrance gate that led to the vestibule was opened, and a group of some 200 
persons was led through by some SS men whose names I do not know. Then the 
gate was closed again. I could not observe what went on in the yard, because 
the gate and the enclosure were too high. 

Then Untersturmfiihrer Grabner and another SS man whom I do not remember 
appeared on the roof of the crematorium and gave instructions to the people 
assembled in the yard, which, however, I could not understand. A few minutes 
later, two more SS men, wearing gas masks, stepped onto the roof of the crem¬ 
atorium. They opened the six aeration traps that were located in the flat roof, 
opened several tin cans by hitting them with a hammer, poured the contents 
through the openings, and closed them again. While they did all this, the en¬ 
gine of a truck standing in front of the crematorium was running, probably in 
order to drown out the screams of the people dying. About 5 minutes later the 
action was finished, the truck moved away, and the access roads were again 
opened to traffic. These measures were repeated several times in the Auschwitz 
crematorium during 1942, but I was no longer able to observe them. ” 

The description of the alleged homicidal gassing is much more detailed in 
the “Broad Report,” hut also very contradictory. There one can read that 
the unit set up hy Hossler did not wait “several weeks” before blocking the 
roads leading to the crematorium, but did so immediately after it had been 
forrned.^®"^ The victims were not “a group of some 200 people,” but “300 to 
400 people.” 

Broad never explains from where he observed this, how far he was 
away from the events, and the scenes segue like in a movie. For example, 
he describes, with a wealth of details, the unloading of this transport at the 
old ramp, which was located between Auschwitz and Birkenau, and which 
was certainly not visible from the stairwell of the hospital! Then the scene 
changes to the victims - Jews - whose appearance Broad describes with 
much attention; from what they say, he finally learns that they had been 
operating machines in a factory.^°"^ Then the victims step into the yard of 
the crematorium, and the gate closes on them. At this point, Grabner, with 
Hossler, climbs up on the roof of the crematorium and gives a speech - the 
one which Broad, from his post, had not been able to hear, but which he 
reports faithfully nonetheless:^®^ 


The actual distance is 20 meters. 
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“You will now be bathed and disinfected so we will not have any epidemics in 
the camp. Then you will go to your lodgings, where hot soup is waiting for you, 
and you will be put to work according to your professions. Take your clothes 
off here in the yard and put them on the ground in front of you. ’’ 

In his previous statement, Broad asserted that he “could not observe what 
went on in the yard, because the gate and the enclosure were too high,” but 
in the “Report” he diligently records the reactions of the victims in the 
yard: for example “some of them were looking forward to the hot soup” 
promised by Grabner.^°^ After mentioning a conversation between Grabner 
and the victims on the subject of the alleged showers in the crematorium. 
Broad describes the way they entered the morgue of the crematorium, giv¬ 
ing the impression that he was among them:^°^ 

“The first ones moved through the vestibule into the morgue. Everything is 
spotless. Only the strange odor is intimidating to a few of them. In vain they 
look at the ceiling in their search for showerheads or water pipes. ’’ 

The doors are closed, and the victims become aware of the deception. 
From his position Broad clearly sees what is happening in the “gas cham- 
ber”:2°5 

“They pound on the door, hammer it with their fists in their desperate fury. 
Cynical laughs are the answer they receive. ” 

With a final effort. Broad manages to hear the reply of the 

“ ‘Don’t scald yourselves when you take your bath, ’ someone yells through the 
door. ” 

Broad then goes on - as if he were in the “gas chamber” himself:^°^ 

“Some of them notice that the covers of the six holes in the ceiling are being 
taken off. ” 

Then the scene changes to the outside of the crematorium, and Broad de¬ 
scribes how the disinfestors pour Zyklon B through the holes in the roof of 
the crematorium. At that moment, the engine of the truck is started up, but 
in spite of its roar. Broad again manages to hear the screams of the victims, 
which after two minutes turn into a subdued moan.^°® Then, still looking 
through the walls, he sees the unit of detainees at work in the crematorium 
and observes the corpses as they stand, one leaning against the next, “with 
their mouths wide open.”^°’ 

Broad concludes his narrative with the following assertion:^®® 

“One transport after another vanished into the Auschwitz crematorium. Every 
day! There were more and more victims, and the murder had to be organized 


2“ Ibid., pp. 32f. 
20'' Ibid., p. 32. 
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on a larger scale. The morgue could not take in enough. Cremation of the 
corpses took too long. ” 

Therefore, the alleged mass extermination is said to have been moved to 
the so-called “Bunkers” of Birkenau. 

On March 2, 1946, Pery Broad testified in the Tesch trial and again 
spoke about the alleged gassing in Crematorium I of Auschwitz:^®^ 

“In July 1942 I was in the neighbourhood of the SS infirmary about 40 to 45 
metres^^^'^^ from the Auschwitz crematorium, and there I saw, for the first time, 
a gassing. ” 

Thus, he was not inside the building but in its vicinity! 

Broad went on to say that in the flat roof of the crematorium there were 
“six holes of the diameter of ten centimeters.”^°* Hence, the openings for 
the introduction of Zyklon B had a diameter smaller than the standard size 
of the Zyklon B cans, which was 15.4 centimeters!^'® 

When asked about the frequency of gassings in the crematorium. Broad 
replied:^®'' 

“I cannot say for certain, because I have seen only that one, but I could draw 
my conclusions about different gassing actions, because a concentration [sic] 
of several guards would be concentrated by Untersturmfiihrer Hurstler 
[Hossler] once or twice per month. ” 

The gassings in the old crematorium thus occurred once or twice per 
month, but in the “Broad Report” it is said that they took place “every 
day”! But this is not the end of the ludicrous stories from this self-styled 
eyewitness. When questioned about the capacity of the Birkenau cremato¬ 
ria, Broad answered:^®* 

“In Crematoriums 1 and 2, 3,000 to 4,000. In crematoriums 3 and 4, 2,000. In 
No. 5 there was only a gas stove there - 800 to 1200. ” 

Actually, besides the four crematoria (designated II-V), a fifth crematori¬ 
um never existed at Birkenau, and there was never “a gas stove”! 

The cremation capacity indicated by the witness is sheer nonsense: for a 
period of 24 hours, the theoretical maximum cremation capacity was 300 
bodies each for Crematoria II and III, and 180 each for Crematoria IV and 
V.^" With respect to the 3 double-muffle furnaces of Crematorium I, 
Broad says only that “4 to 6 corpses at one time”^'^ were cremated there, 
which is a similar aberration, to say nothing of the “fiery flame several me- 


208 Ni-11954. 

The text erroneously has “kilometers”! 

The 500-gram can was 12.5 cm high, the 1,500-gram can 31.5 centimeters. 

C. Mattogno, The Cremation Furnaces of Auschwitz, op. cit. (note 38), p. 337. 
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ters high,” which he claimed to have seen coming out regularly from the 
chimney of the crematorium!^'^ 

When he was asked to make an estimate of the number of those gassed 
during his tour of duty at Auschwitz, he stated:^"* 

“I would think IVi million to 3 million. ’’ 

Pery Broad thus stuck without hesitation to the prosecution’s absurd theses, 
and it is clear that such a person would have “confessed” to anything in or¬ 
der to please his captors. 

Actually, the story of the alleged gassing in Crematorium I in July 1942 
does not jibe well with the known history of the crematorium, since outside 
work was carried out at the crematorium during the second half of May: 
The front yard was fenced in and given two wooden access gates, 4 m wide 
and 3.20 m high, and the old pavement was replaced.^'"' 

Between June 12 and August 8, 1942, the crematorium was one vast 
worksite engaging hundreds of people - 688 detainees and 123 civilian 
workers - who demolished the old chimney and built a new one with new 
flues. There was a constant coming and going of trucks bringing in tons 
and tons of material - 31 tons of refractory brick alone - and carting off 
tons and tons of rubble from the old chimney. 

There is not the least reference in Pery Broad’s account to this feverish 
activity, which is very telling. No one can seriously believe that under 
these circumstances, with civilian workers all over the place, even in the 
furnace hall, the camp SS would have organized one or more homicidal 
gassings in the crematorium. And that, when at the same time they alleged¬ 
ly had the two gassing “Bunkers” at their disposal, much more spacious 
and much better shielded from indiscreet observers. 

Besides, if we follow Danuta Czech’s Kalendarium, there was no homi¬ 
cidal gassing during the second half of May of 1942,^'® and only a single 
one between June 1 and 12 (beginning of the work on the chimney), which, 
however, is said to have taken place on June 2 in the alleged “Bunker”!.^'^ 


Ibid., p. 20. Cf. in this respect my article “Flames and Smoke from the Chimneys of 
Crematoria,” The Revisionist, 2(1) (2004), pp. 73-78. 

“Zentralbauleitung, Auftrag Nr. 436, Arbeitskarte Nr. 20 for Tischlerei” of May 13, 
1942: fabrication of two entrance gates (Einfahrttore) 4x3,20 m, work done between 
May 21 and 25. RGVA, 502-2-1, p. 24. Description of work done: ‘^Tdtigkeitsbericht filr 
den Monat Mai 1942,” RGVA, 502-1-24, p. 299, and “BauberichtfUr Monat Mai 1942,” 
RGVA, 502-1-24, p. 261. 

Flandwritten note ”Schornstein-Krematorium. BW11” of December 7, 1942. RGVA, 
502-1-318, pp.4f. 

The alleged gassing cannot have taken place before May 25, 1942, because that was the 
completion date of the two entrance gates {Einfahrttore) to the crematorium yard, one of 
which is mentioned by Pery Broad in his account. 

D. Czech, op. cit. (note 82), pp. 213-226. 
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In conclusion, the “gassing” described by Pery Broad cannot have taken 
place while the work on the chimneys was going on, or during the two 
weeks previous, and therefore it never took place. 


3.7. Maximilian Grabner 

Maximilian Grabner, initially a detective with the criminal investigation 
department of the Vienna police, later with the State Police at Kattowitz, 
was transferred to Auschwitz in June 1940 and became head of the Politi¬ 
cal Department of the camp, with the rank of SS-Unterscharfiihrer. In De¬ 
cember 1943, he was arrested for unlawful appropriation of inmate proper¬ 
ty (embezzlement) and sentenced to 12 years’ imprisonment by an SS tri¬ 
bunal. 

According to Pery Broad, who was one of his subordinates, Grabner 
was the organizer and supervisor of the alleged homicidal gassings in the 
morgue of Crematorium I and should, therefore, have been excellently in¬ 
formed about them. 

He was arrested by the Vienna Gestapo on August 3, 1945.^^* After 
several days, the police started to question the witnesses against him. One 
of the first was Hermann Langbein, an ex-detainee of Auschwitz and future 
historian of the camp, who declared7'^ 

“Of course Grabner was present at the mass gassings of transports that came 
to Auschwitz. In the course of these transports, some 5,000,000 [sic!] people 
were gassed. ” 

On September 1, 1945, Grabner was interrogated. Regarding the beginning 
of the alleged gassings at Auschwitz, he declared7^° 

“Starting in early 1942, detainees at Auschwitz were murdered by means of 
gas; to be precise, it started in Block 11. I have myself seen these gassings; the 
SS was walking around with gas masks; the detainees, 20^0 men [at a time], 
were herded into the cells. Then the cells were sealed and filled with gas. ” 

In a declaration dated September 26, 1945, Grabner furnished more de¬ 
tails 7^' 


“Staatspolizei Wien, Haftbefehl Nr. 1619. Wien, am 3. August 1945.” GARF, 7021-108- 
34, p. 12. 

Interrogation of Hermann Langbein, Vienna, August 8, 1945. GARF, 7021-108-34, p. 
22 . 

Minutes of the declarations of Maximilian Grabner, Vienna, September 1, 1945. GARF, 
7021-108-34, p. 26. 

Minutes of the declarations of Maximilian Grabner, Vienna, September 26, 1945. AP- 
MO, Proces zalogi, vol. 53, p. 65. 
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“Furthermore, 2,000 Russians - probably partisans - who had been held in 
the bunker [basement prison] of Block 11 completely isolated from the rest of 
the camp, were gassed in two groups of 1,000 each. ” 

In his declaration of September 17, 1947, he asserted that this had been the 
first experimental gassing.^^^ As we have seen, though, the “first gassing” 
in the basement of Block 11 has no historical foundation. Moreover, if we 
follow the orthodox historians, only one gassing, not two, was carried out 
in Block 11. 

Grabner’s account is fairly unbelievable: he claims that 2,000 Russians 
were held in the prison cells of the Bunker in Block 11. However, the total 
surface area of the 28 cells in that basement is roughly 238 square me- 
ters,^^^ which means that the Russians would have been kept in cells hold¬ 
ing (2,000^238=) 8 persons per square meter! Then 1,000 Russians would 
have been moved out (where?), and the 1,000 remaining would have been 
gassed in their cells, after making them gas-tight - but then how could the 
gas have been introduced into the cells? 

Grabner went on to talk about the crematorium of Auschwitz 

“Later the gassings were carried out in the old crematorium, across from the 
SS infirmary. Aside from detainees selected for this purpose, people were 
brought in by the police, the Gestapo, or the Wehrmacht. Holes were drilled 
into the concrete ceiling of the bunker,^^^^^ through which the gas (Ziklon) [sic] 
was fed in. The bunker had a capacity of 700-800 people. Next to the bunker 
was the crematorium, in which the dead were burned immediately. Several 
times a week there were such gassings. There were detainees working in the 
old crematorium who had been selected for this detail and who had to help 
with the gassing. After a while, this detail was itself gassed and replaced by 
new detainees. ’’ 

In the declaration of September 12, 1945, Grabner added:^^® 

“I declare that in the period of 1941/1942 alone, 300,000 dead were buried at 
the same time (within a short period of time), because the capacity of the small 
crematorium was not adequate for the numbers of dead. Long trenches were 
dug, and those [trenches] filled up with corpses. In connection with the propa¬ 
ganda about Katyn, an order came from Berlin in 1942 to unearth the corpses 
and to burn them, so as to leave no traces. A unit of several hundred detainees 
was assigned to this task; the unearthed corpses had started to rot and were 
partly decomposed. At the site and all around there was such filthy odor that I 
did not like being at that location. After this was done, the detainees were 
gassed. ’’ 

APMO, Proces zalogi, vol. 53b, p. 358. 

C. Mattogno, op. cit. (note 2), p. 29. 

Minutes..., op. cit. (note 220), p. 26. 
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We would thus be dealing here with the alleged gassing of the “Sonder- 
kommando” in Crematorium I in Deeember 1942, about which the alleged 
perpetrator, Maximilian Grabner, knew practically nothing! 

The story of the 300,000 buried corpses has no foundation in fact: not 
even Rudolf Hoss went that far. He was satisfied with a more modest fig¬ 
ure of 107,000 corpses,^^^ but this figure, too, is pure fantasy. 

The reference to Katyn is completely out of place, because the graves 
with the remains of the Polish soldiers murdered by the Soviets were dis¬ 
covered by the Germans on April 13, 1943, whereas at Auschwitz the un¬ 
earthing and burning of the corpses is said to have started on September 
21, 1942.^^* It is curious - but only at first glance - that Pery Broad, too, 
should have adopted the same motive for the exhumation of the corpses in 
the mass graves:^^® 

“In view of Katyn, one could not take the liberty of having such mass graves, 
in which the corpses apparently would not decompose and which would, more¬ 
over, reappear eventually. ’’ 

This agreement on an impossible point in two independent testimonies, 
since it could not stem from the witnesses, demonstrates that it must have 
come from the interrogators who were questioning them. In other words, 
here, as in all the concordances and convergences that Robert Jan van Pelt 
has found in independent testimonies, the information simply reflects all 
the commonplace facets of the propaganda “truth” about Auschwitz that 
were in circulation at the time. 

But back to Grabner. His description of the first homicidal gassings is 
generic and superficial, and cannot be the fruit of any real and direct expe¬ 
rience. One cannot even say that he was reluctant to “confess” - quite the 
opposite. Even more so than Pery Broad, he prostituted himself in the 
cause of his accusers, “confessing” the most absurd charges. 

In the declaration of September 12, 1945, mentioned above, he affirms 
that the victims at Auschwitz amounted to “at least three million,” for the 
period during which he was the head of the Political Department, i.e., up to 
the end of 1943 alone (In this declaration the figure of three million vic¬ 
tims appears no less than three times!) But earlier, in the statement of Sep¬ 
tember 1, 1945, he even had gone so far as to say:^^° 

“While I was in charge of the political department at Auschwitz, some 3 to 
6,000,000 people were murdered in this or a similar fashion. ” 

Grabner’s line of defense was decidedly childish: the whole responsibility 
for the alleged mass extermination was that of the camp commandant, Ru- 

Martin Broszat (ed.), op. cit. (note 183), p. 161. 
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dolf Hoss, whom Grabner described as a merciless and blood-thirsty man. 
He - Grabner - had not only committed no crime, but he had tried in every 
way possible to help the detainees and to sabotage the activity of those 
“bandits” of Auschwitz. His verbose declaration of September 17, 1947, at 
which point in time he was in the hands of the Poles, is a tedious account 
of his alleged good deeds at Auschwitz.^^^ Among these there are some 
that are so fatuous that is worthwhile mentioning them here:^^^ 

“Of the four crematoria of Birkenau, I have intentionally damaged the two 
large ones that stood in the forest, causing them to be shut down for a 
while. Secretly, I had poured used engine oil into the chimney. ’’ 

The Crematoria IV and V each had two chimneys 16.87 m high. Each 
chimney was connected to half the furnace, i.e., to four muffles. The chim¬ 
neys had no man-holes. They rose above the roof of the crematoria, and 
their mouths could be reached by means of a ladder consisting of 25 iron 
steps anchored in the masonry.We can see Grabner secretly climbing 
upon the roof of Crematorium IV by means of a ladder, with two buckets 
full of engine oil under his arm, then crawling and coughing his way up the 
iron steps to the top of the chimney with one of the buckets in one of his 
hands, pouring the oil into the chimney, climbing down again to repeat the 
feat on the other chimney and then doing a repeat performance at Cremato¬ 
rium V! And all this to achieve nothing at all, since oil poured into a chim¬ 
ney simply doesn’t do anything to it. 

But those were not the only (alleged) deeds of sabotage which Grabner 
undertook. He goes on to say:^^^ 

“Earlier, I had brought the small crematorium^^^^^ to a standstill. At the point 
where it meets the stack, I likewise poured a bucket of oil into the air shaft, 
with the result that the first time it cracked and the second time it blew up alto¬ 
gether, including the furnaces. ’’ 

In reality, there was no air shaft in the crematorium. Until the end of 1943, 
the chimneys and flues of Crematorium II, the chimney and the 8-muffle 
furnace of Crematorium IV, and, as we have already seen, the chimney of 
Crematorium I did suffer damage - well documented, by the way - but not 
because of any acts of sabotage, whether by Grabner or anyone else. 

No less ridiculous is Grabner’s assertion that, had he collaborated in the 
alleged mass gassings, he would have been granted a special leave of 3 to 6 


Minutes of the declarations of Maximilian Grabner, Krakow, September 17, 1947. AP- 
MO, Proces zalogi, vol. 53, pp. 293-332. 

Ibid ., p. 300. 
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The steps are clearly visible on the photograph of Crematorium V published by J.-C. 
Pressac, op. cit. (note 33), p. 419. 
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weeks in Italy at the expense of the Reich, plus an allowance of 300 to 600 
Reichsmark. 

When it comes to the history of the Auschwitz Camp, Grahner’s credi- 
hility is characterized hy the following sentence 

“1940. At the end of April, the Auschwitz camp is set up as an extermination 

camp by an order from Berlin. ” 

We have here another example of the propaganda of the period, disguised 
as truth, together with the figure of 3, 5 or 6 million victims. 

Maximilian Grahner thus not only accepted whole-heartedly the lies of 
his accusers on the subject of what had happened at Auschwitz, hut in a 
sort of masochistic frenzy added some of his own that were even more bla¬ 
tant. In doing so, he perhaps hoped to avoid being extradited to Poland. He 
had, after all, a wife, three small children, and an aging mother. Instead, he 
became one of the most prominent among the defendants during the trial of 
the camp garrison and was sentenced to death on December 22, 1947, and 
subsequently executed. 


3.8. Hans Stark 

SS-Unterscharfiihrer Hans Stark served at Auschwitz from Christmas 
1940 to November 1942, with an extended furlough from Christmas 1941 
until the end of March 1942. In June 1941 he joined the Political Depart¬ 
ment.^^* In the summer of 1942 he was made Oberscharfuhrer. On April 
23, 1959, he was interrogated by the Landeskriminalamt Baden-Wiirttem- 
berg during the preparation of the Frankfurt trial. On that occasion, he de¬ 
clared:^*® 

“As early as the autumn of 1941 gassings were carried out in a room of the 
small crematorium, the room having been fitted for that purpose. It could take 
in some 200-250 people, was higher than a normal living room, had no win¬ 
dows, and only one door that had been made [gas] tight and had a lock like the 
door of an air-raid shelter. There were no pipes or anything which could have 
led the detainees to believe they were in a shower room. In the ceiling, a cer¬ 
tain distance apart, there were two openings with a diameter of about 35 cen¬ 
timeters. This room had a flat roof, which caused daylight to enter through 
these openings. The granular Zyklon B was poured in through the openings. 

The Zyklon B was stored in the SS infirmary and was used for disinfection pur¬ 
poses. Who it was that had hit on the idea of using this product for the gassing 

Minutes..., op. cit. (note 231), p. 321. 
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of people I do not know, but it was rumored among the camp SS personnel that 
in the fall of 1941 the product had been tried out for the first time for the gas¬ 
sing of detainees in a cell of Block 11.1 do not know who had ordered and car¬ 
ried out this test, but it was said the that leader of the protective custody camp 
Fritzsch had been present. I do not know any details. 

Ai / have already said, the first gassing in the small crematorium was carried 
out in the fall of 1941. Ai with the shootings, I was requested by Grabner to 
come to the crema in order to check the number. Initially, I did not know that 
there was to be a gassing. Near the crema there were some 200-250 Jewish 
men, women, and children; babies may have been among them, all ages. With¬ 
out being able to give any names, I can say that quite a number of SS person¬ 
nel were present - the camp commandant, the leader of the protective custody 
camp, several block leaders, Grabner, and other members of the Political De¬ 
partment. The Jews were not told anything; they were simply requested to enter 
the gassing room, the door of which stood open. While the Jews were entering 
the room, medics prepared the gassing. Earth had been banked up to ceiling 
level against one of the outside walls of the gassing room so that they could get 
on top of the room. Once all the Jews were in the room, it was bolted, and the 
medics poured the Zyklon B into the openings. I do not remember how many 
cans of Zyklon B were used, but it was more than one. I cannot give the names 
of the medics. [...] 

At a later gassing - still in the autumn of 1941 - I received an order from 
Grabner to pour Zyclon B into the opening, because only one medic had come, 
and it was necessary for a gassing to pour Zyclon B into both openings at the 
same time. This gassing, again, concerned a transport of 200-250 Jews, and 
again there were men, women, and children. As I have already stated, this Zy¬ 
clon B was granular, and thus it would run down over the people when it was 
being poured in. They then started to scream terribly, for they now knew what 
was happening to them. I did not look down through the opening because the 
openings had to be closed immediately once the Zyclon B had been introduced. 
A few minutes later, it was quiet. After some time, perhaps 10-15 minutes, the 
gassing room was opened. The dead people lay every which way, it was a 
dreadful sight. The detainee unit of the crema then took the gassed into the 
crema. 

On account of my job as head of the registration department, I was thus pre¬ 
sent at each gassing or shooting. How many people were killed in my presence 
during that period, I cannot say. I cannot say either, how many gassings were 
carried out in my presence. It was roughly the same number of persons each 
time. ” 

Hans Stark indicated that in the alleged gas chamber of Crematorium I on¬ 
ly Jews were gassed:^"^® 


^*^Ibid.,y>. 955. 
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“During the gassings, which, as already indicated, had started as early as the 
autumn of 1941 and at which I was present, only Jews were gassed; to be pre¬ 
cise, they were always new arrivals. ’’ 

At the Auschwitz trial, Stark comes hack to the alleged homicidal gas- 

241 

sings: 

“Stark: Grabner told me there would be a transport and I should be ready. The 
transport had been announced for the evening, sometime between 20 and 21 
hours, but it arrived only around 22 hours. Then it turned out that those were 
not people to be registered but people that had been sentenced to death by a 
court-martial. The commandant ordered them to be taken to the small crema¬ 
torium to be gassed there. 

Presiding judge: How many were there? 

S: I do not know. There may have been 150 or 200 of them. After all, it was 4 
truckloads. It was Jews and Poles. 

PJ: Women too? 

S: Yes sir, also. 

PJ: Children too? 

S: No children were coming to Auschwitz in 1941. The lists were compared 
and once they had been read out, we moved on to the small crematorium. 

PJ: What were the detainees told? 

S: Nothing, they were already informed. 

PJ: Informed about what? 

S: That they would be shot. Once all were inside, the man on top who was re¬ 
sponsible for the gassing got ready. Usually, two people were needed. But he 
was alone. He called down that he needed another one. I was the only one who 
was still standing around in the group of leaders present; the others were busy 
in the gassing room. So Grabner said; ‘Go and help! ’ I did not move right 
away. Then the leader of the protective custody camp came up and said: ‘Get 
moving!’ and the commandant said: ‘If you do not climb up there, you will be 
put in with the others. ’ So I had to go up and help the man above pour. ” 

The alleged first homicidal gassing in Crematorium I took place, according 
to Stark, in Octoher 1941,^"^^ hut that date is at variance with the one given 
hy Czech (September 16, 1941). As far as the alleged gas chamher is con¬ 
cerned, Stark says only that it had “one door that had been made especially 
tight”, but the morgue had two doors (see Chapter 6.1.). He speaks of “two 
openings with a diameter of about 35 centimeters”- hence they were round 
- which squarely contradicts Broad’s data: six square openings 10 by 10 
centimeters. The victims were “only Jews,” whereas according to Rudolf 
Hoss they were only Soviet prisoners of war. 

The gassing, in which Stark claimed to have directly participated, con¬ 
cerned “200-250 Jews” or, likewise, “150 or 200 [...] Jews and Poles”; the 

H. Langbein, op. cit. (note 91), pp. 438f. 

Ibid., p. 438. 
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victims were gassed for being Jews and, at the same time, because they 
were “people that had been sentenced to death by a court-martial.” In this 
connection, there obviously were no “children,” but then, on the other 
hand, the victims were “men, women, and children.” 

The witness claims to have been present at each gassing in his capacity 
of “head of the registration department,” his specific task being to check 
the number of victims, yet he was unable to say anything about the total 
number of victims of the alleged gassings, or about the number of gassings 
carried out in his presence! 

Stark claims that the gassings had to be carried out by pouring Zyklon 
B through the two openings at the same time. Why at the same time? Was 
there any need for this? None at all. We have here, in fact, a simple literary 
maneuver resorted to by Stark in order to introduce the story of his partici¬ 
pation in a homicidal gassing against his will, under threat of death from 
the commandant himself. Such cheap shenanigans on the part of the ac¬ 
cused, which did not do him any harm, enabled him to show a “coopera¬ 
tive” attitude, and were aimed at mollifying the judges. 

Another detail of his pre-trial deposition which has nothing to do with 
Crematorium I also points to the fact that Stark was indeed lying:^"^^ He 
reported about homicidal gassings in two wooden houses erected in early 
1942 close to the railway ramp at Birkenau.^"^"^ Yet Stark was not even pre¬ 
sent in that camp in early 1942, the railway ramp at Birkenau was built on¬ 
ly in 1944, and such wooden gassing houses are otherwise completely un¬ 
heard of. 

That Stark’s memory was highly unreliable also results from the fact 
that he identified scenes in “photos shown to me about the selections at the 
arrival of transports [of Jews at the railway ramp in Birkenau in 1944]” as 
“the situation as it really occurred [...].” Yet the photos shown to him 
depicted the situation of the camp in May 1944, that is to say, one and a 
half years after his departure from Auschwitz in November 1942. The 
ramp shown on those photos didn’t exist back then. Hence Stark related in 
his depositions at least to some degree not what he had personally experi¬ 
ence at Auschwitz, but what he had learned about it after the war. This is 
confirmed by a remark of his pre-trial interrogator in the investigation files, 
according to which Stark admitted to always having eagerly consumed 
media items about Auschwitz.^"^® 

Since Stark wasn’t even 21 years of age at the time of the alleged crime, 
he was indicted and sentenced under juvenile law. Of course he knew this, 

Cf. G. Rudolf, “From the Records of the Frankfurt Auschwitz Trial, Part 7,” The Revi¬ 
sionist 3(1) (2005), pp. 92-97, here pp. 94-97. 

Staatsanwaltschaft..., op. cit. (note 132), pp. 949-951. 

Ibid., p. 951. 

^^Ibid.,p. 962. 
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and he knew also that his “confessions,” no matter how terrible and fantas¬ 
tic they might he, could lead to no more than 10 years of imprisonment. 
And indeed, he was eventually sentenced to no more than ten years in pris¬ 
on for at least 44 instances of murder, committed together with others. 
Some three years after the pronouncement of the verdict, Stark’s prison 
term was already over.^"^^ 


H. Langbein, op. cit. (note 91), p. 885; cf. http://en.wikipedia.org/wiki/Hans_Stark 
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Chapter 4: 
The Historians 


4.1. Danuta Czech 

The second German edition of the Auschwitz Kalendarium has only two 
entries relating to alleged homicidal gassings in Crematorium I. They are 
considered highly significant because they pinpoint the first gassing (of 
Soviet POWs) and the beginning of the gassings of Jews. 

The first entry is for September 16, 1941. Danuta Czech writes:^"^* 

“900 Russian prisoners of war are killed with gas. The killing by gas takes 
place in the morgue of the crematorium, because the use of the cellars in Block 
11 would have been too cumbersome. ’’ 

In a note, the Polish writer explains:^"^* 

“This probably occurred in September, for Hoss writes, in his notes [...]” 
Czech then quotes the passage concerning the alleged gassing of 900 Sovi¬ 
et POWs, said to have followed the gassing conducted in the basement of 
Block 11, about which Hoss declares that he observed it as an “eyewit¬ 
ness,” but which, in the end, the Auschwitz Museum considers never to 
have taken place. Hoss gives no dates for those events, merely placing 
them in the autumn of 1941. From this vague indication, Danuta Czech - 
one does not quite know by which hermeneutical stroke of genius - comes 
up with the precise date of September 16, 1941, even though, as I have ex¬ 
plained above, the first Soviet POWs arrived at Auschwitz only in early 
October. 

The second entry concerns the date of February 15, 1942:^"^® 

“The first transport of Jews arrives from Beuthen. They have been arrested by 
the Stapoleitstelle [Gestapo marshalling center] and are destined to be killed at 
Auschwitz concentration camp. They are unloaded at the platform of the camp 
railway spur. They have to leave their luggage on the platform. The camp’s on 
duty takes over the deportees from the Stapo and leads them to the gas cham¬ 
ber located in the camp crematorium. There they are killed with Zyklon B. ” 

The sources given by Czech are Hoss and Broad. However, the first gas¬ 
sing of Jews mentioned by the ex-commandant of Auschwitz took place, as 

D. Czech, op. cit. (note 82), p. 122. 

Ibid., pp. 174f. 
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he puts it, “probably still in September 1941, but possibly only in January 
1942”;250 Yvhat’s more, that gassing was not carried out in Crematorium I, 
but in “Bunker” 

“At the platform, the Jews were taken over by the camp’s staff on duty from the 
Stapo and then taken, in two sections, by the leader of the protective custody 
camp to the Bunker, as the extermination facility was called. [...] Near the 
Bunker, the Jews had to undress. They were told that for delousing they had to 
enter the rooms so labelled. All rooms, five altogether,^^^^^ were filled at the 
same time, the gas-tight doors were screwed shut and the contents of the gas 
cans dumped into the rooms through special hatches. ’’ 

As we have already seen. Broad claims to have been present at a single 
gassing in Crematorium I, but according to him this was in July 1942. 

Thus, from a gassing allegedly carried out in “Bunker 1” at some time 
between September 1941 and January 1942, and from another gassing 
claimed to have taken place in Crematorium I, but in July of 1942, Czech 
deduces that this gassing occurred on February 15, 1942, in Crematori¬ 
um I! 

This is not really surprising, as such sloppy methods are typical of 
Czech. I have demonstrated elsewhere, by what deceptive practices she 
came up with a fantastic account of the “first gassing” in the basement of 
Block 11 at Auschwitz, when she pieced together fragments of testimonies 
which are contradictory in all respects. 


4.2. J.-C. Pressac (1989) 

As I have already noted, Jean-Claude Pressac is the first scholar to have 
tried to bring the story of the gassings in the morgue of Crematorium I 
back into the realm of historiography. In his first work on Auschwitz, he 
calls this crematorium “a powerful symbol,” because it served two func¬ 
tions: 

“First, its present role of being the only Auschwitz Krematorium where a gas 
chamber can be visited, ” 

and, second, its historical role as a “test bed” for the gassings and crema¬ 
tions in Crematoria II and III. He admits that the documents (known to him 
at the time) “do not make it possible to formally establish proof of homici¬ 
dal gassing in its morgue,” and that one therefore has to resort to testimo- 


Martin Broszat (ed.), op. cit. (note 183), pp. 159f. 

Ibid., p. 160. 

According to orthodox historiography, “Bunker 1” had only two rooms. 

Cf. the section “Danuta Czech’s Historiographic Method,” in: C. Mattogno, op. cit. (note 
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nies of eyewitnesses.He examines four witnesses: Alter Fajnzylberg, 
Filip Muller, Rudolf Hoss, and Pery Broad. 

As for the first witness, he analyzes the sworn deelaration of September 
29, 1980, and an excerpt of the deposition of April 16, 1945. The other 
three witnesses are given only very little space by Pressac. 

From Filip Muller’s statements he discusses only the detail of the crem¬ 
atorium chimney - round according to the witness, square according to the 
German documents available then.^^^ And that is all. 

Pressac devotes eight lines to Rudolf Hoss. He finds that “two details 
are unlikely” in his account:^^® 

“The squeezing of 900 persons in 78,2 nf and the ‘rapid’ drilling of several 
holes in the ceiling to pour the Zyclon-B. Drilling through 10 to 15 cm of con¬ 
crete was not a job that could be done on the spur of the moment. ” 

The French historian explains these improbabilities by saying that “he 
[Hoss] was present without seeing.”^^® 

In the eleven lines that he dedicates to Pery Broad, Pressac states that 
“the form and tone of his declaration sound false” and that “its present lit¬ 
erary form is visibly coloured by a rather too flagrant Polish patriotism” 
and finally that “the original manuscript of his declaration is not known,” 
but this declaration still has to be accepted, because either Broad has adop¬ 
ted “the language of the victor,” as Pierre Vidal-Naquet put it, or his decla¬ 
ration has been “slightly” retouched by the Poles, as Pressac opines.^^® 
That is all Pressac has to say about this witness. 

Pressac’s general comment is as follows:^^® 

“Whatever criticisms one might level at the accounts of these four witnesses, 
all affirm one identical fact: homicidal gassing took place in the morgue of 
Krematorium I. Even if their accounts diverge on the number of holes through 
which Zyclon-B was poured or on the number of extractors fans, details in fact 
unlikely to be noted and remembered unless one actually designed or installed 
them, the utilisation of the morgue for criminal purposes is established. ’’ 

This conclusion is incredible: Pressac disregards the mandatory critical 
analysis of the testimonies for the evaluation of their credibility, he jetti¬ 
sons the obvious contradictions the testimonies contain, and limits himself 
to noting a generic agreement on an assumed fact, which actually demon¬ 
strates nothing. Such an agreement can also come about on the basis of 
completely unfounded rumors, such as the “steam chambers” of Treblinka, 
the “electrocution devices” of Belzec, or the “chlorine chambers” of So- 


J.-C. Pressac, op. cit. (note 33), p. 123. 
Ibid., pp. 126f. 
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bibor.^^^ In the present case, as shown above, the concordance is a purely 
literary one. The witnesses having simply re-elaborated a literary story 
made up of pure propaganda in their accounts. 

Pressac’s conclusions are also at odds with the historiographical method 
which he claims he has used throughout his book Auschwitz: Technique 
and Operation of the Gas Chambers and which he falsely proclaimed to 
have newly introduced into the historiography about the Holocaust. This 
method is (ideally) based on documents and was to demonstrate “the com¬ 
plete bankruptcy” of the previous historiography on the Holocaust, as he 
defines it:^^* 

“A history based for the most part on testimonies, assembled according to the 
mood of the moment, truncated to fit an arbitrary truth and sprinkled with a 
few German documents of uneven value and without any connection between 
them. ” 

This definition fits perfectly well Pressac’s own historical treatment of the 
alleged homicidal gassings in Crematorium I (but it also applies to the so- 
called “Bunkers” of Birkenau). 

In his second book on Auschwitz, Pressac has tried to remedy this seri¬ 
ous gap by presenting more ambitious arguments, seemingly based on doc¬ 
uments. I shall deal with the latter in Chapter 5. 


4.3. Franciszek Piper 

If ignoring the two pages of introduction on the general history of the 
crematorium, the four pages which contain drawings and photographs, and 
the two pages of quotations from Rudolf Hoss’s and Pery Broad’s ac¬ 
counts, Piper dedicated precious little space to the essential question of the 
homicidal gassings in the morgue of Crematorium I in his paper mentioned 
above. He reiterates Danuta Czech’s assertions on the period of activity of 
the alleged gas chamber (September 1941 through early December 1942) 
and Filip Muller’s statements on the number of victims (several tens of 
thousands). Yet, Piper supplies us with noteworthy new details. The first 

■ 259 

one is: 

“In view of the high temperature inside the building, the camp administration 
placed an order with the Boos firm for the installation of mechanical extrac- 

C. Mattogno, J. Graf, Treblinka. Extermination Camp or Transit Camp? Theses & Dis¬ 
sertations Press, Chicago 2004, pp. 47-62; C. Mattogno, Beliec in Propaganda, Testi¬ 
monies, Archeological Research, and History, Theses & Dissertations Press, Chicago 
2004, pp. 9-22; Jurgen Graf, Thomas Kues, Carlo Mattogno, Sohibor: Holocaust Propa¬ 
ganda and Reality, The Barnes Review, Washington, DC, 2010, pp. 7 If. 

J.-C. Pressac, op. cit. (note 33), p. 264. 
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tion fans. These were installed in late February 1941, ventilating the furnace 
room, the morgue, and other rooms. ” 

In a note, the Polish historian refers to Pressac’s hook Les crematoires 
d’Auschwitz: La machinerie du meurtre en masse, and adds:^®° 

“Former prisoner Michal Kula was employed in the installations of the fans, 
APMO, Floss Trial, vol. 25, pp. 17-18. ” 

Piper continues 

“After the ‘experimental’ killing by gas of several hundred Russian POWs and 
ill prisoners, the room previously used as morgue was rebuilt as a gas cham¬ 
ber. The doors leading to the lavatory and the furnace room were insulated, 
and several openings were made in the ceiling slab. Zyklon B was dropped in 
through these openings. ’’ 

In a note, he says, 

“The openings were made by the prisoner Czeslaw Sulkowski. APMO, Collec¬ 
tion of Testimonies, vol. 74, p. 74. The openings were closed again when 
Crematorium I was converted into an air-raid shelter. Four openings were re¬ 
constructed after the war on the basis of visible traces; according to Broad 
and Muller, there were six openings. ” 

The work hy Boos concerns the installation of the first system of enhanced 
(hut not mechanical)^®^ ventilation, done towards the end of February 1941. 
In Chapter 5, I will examine Pressac’s interpretation, from which F. Piper 
obtains his information. 

Piper’s reference to M. Kula’s deposition is clearly misleading. Let us 
read, first of all, what the witness had to say:^®^ 

“In 1942, Hoss became interested in the metal workshop, and particularly in 
the tools of the crime. Of course, he turned to us in the metal workshop. Or¬ 
dered to do so by him, we fashioned various things: he supervised us personal¬ 
ly. All the crematoria were partly constructed by the metal workshop. Only the 
equipment [i.e. the furnaces] came from the outside, but the anchoring bars of 
the furnaces, the grates, anything made of steel was done by the metal work¬ 
shop. [...] 

First there was the small crematorium in Auschwitz, for which a ventilator was 
made in our metal workshop. This ventilator was worked on by Maliszewski 
Stefan, Szablewski Stanislaw, Stecisko Mieczyslaw, and by me. We worked un¬ 
til midnight. Before midnight, Hoss came to see us, accompanied by Grabner. 
He made a big fuss, because the job was not yet done. It was about the ventila¬ 
tor for the aeration of the gas chamber; an opening had been made there, into 

2“/Wd, Polish fn. 400. 

Polish fn. 402. 

Because it did not use ventilators; it worked by means of the chimney draft. 

Declaration by M. Kula of March 15, 1947. Hoss trial, AGK, NTN, 107 (vol. 25), pp. 
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which the ventilator was set to draw out the gas. Before midnight we raced to 
the crematorium with the ventilator, screwed it in, and we were taken back to 
the camp by the SS. Along the road to the crematorium, we met some 300 per¬ 
sons who ran towards the crematorium. ’’ 

A little earlier, Piper himself asserts of the alleged gassings in the homici¬ 
dal gas chamber of the crematorium:^®"^ 

“Former prisoner Michal Kula witnessed 300 POWs being herded into the 
crematorium. ” 

This quotation brings us to September 1941, the month during which gas¬ 
sings of Soviet POWs are claimed to have started in the morgue of Crema¬ 
torium I, but the temporary ventilation device was installed seven months 
earlier, at the end of February! 

Furthermore, this ventilation system, as I have already explained, did 
not require a ventilator, because it worked thanks to the pressure difference 
generated by the draft of the crematorium chimney. Besides, Grabner’s 
requisition of June 7, 1941, for the morgue of the crematorium concerned 
two fans, one for the air intake, one for the exhaust, not just one. But this 
requisition, for the simple reason of chronology, could have had nothing to 
do with the alleged homicidal gassings. 

It follows that the ventilator mentioned by Kula could not have been 
used neither for the first nor for the second ventilation system, because Ku- 
la’s account does not fit the facts. Hence Piper’s interpretation is thus erro¬ 
neous on two counts: technically and chronologically. 

As for the ex-detainee Czeslaw Sulkowski, Piper refers to an account 
the Sulkowski gave on September 28, 1971, and in which he declared:^®® 
“Earlier, we had built a furnace for the crematorium. I personally made the 
openings in the ceiling of the morgue where the first Soviet POWs were gassed. 
I saw those Russians while they were being taken there. They stood in the 
street, near the Blockfiihrerstube between the present hotel and the crematori¬ 
um, hundreds of them, all naked, and waited to be gassed. I saw the SS dump¬ 
ing the gas through the openings into the morgue. ” 

Sulkowski worked in the camp as a bricklayer and was, therefore, a mem¬ 
ber of the bricklayer section of the Construction Office. The normal proce¬ 
dure was for the Construction Office to transmit to the appropriate section 
of the workshops a numbered order using a special form,^®® which de¬ 
scribed the work to be done and gave the exact dimensions and, where 


W. Dlugoborski, F. Piper (eds.), op. cit. (note 35), vol. Ill, Polish: p. 109, note 405; 
Engl.: S. 129, Fn. 405. 

APMO, Oswiadczenia, vol. 74, pp. 6f. 
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needed, a sketeh. In turn, the work shop section filled out a “labor card,” 
which mentioned the object of the corresponding order with the dates for 
the beginning and the end of the work. On the back would be listed the 
consumption of materials. 

If the detainee Sulkowski had actually opened up holes in the ceiling of 
the morgue, he would have had to follow the precise instructions of the 
corresponding order and of the “labor card,” i.e., in this particular case, the 
number, dimensions, and positions of the openings. But there is no trace of 
such documents. 

Not only that, but he himself, who should have been able to clarify this 
controversial point of orthodox historiography, gave only a very terse ac¬ 
count of the alleged work and was not even able to say how many openings 
he had personally installed. 

Thus, his testimony is only of a very low value. 


4.4. Robert Jan van Pelt 

In his work on Auschwitz, over 500 pages long, Robert Jan van Pelt has 
made no historical analysis of the alleged homicidal gassings in Cremato¬ 
rium I. He limits himself to quoting - without any critical observation - the 
corresponding account by Pery Broad, presenting it as follows:^®’ 

“The Broad report, which was of independent origin, corroborated important 
elements of the picture that had begun to emerge in Sehn’s investigation and 
added important new descriptions. Perhaps most important was Broad’s recol¬ 
lection of the first gassings in Crematorium 1, which was located adjacent to 
his own ojfice in the barrack that housed the camp’s Political Department. " 

As I have established in Chapter 3.6., Broad’s “report” is completely unre¬ 
liable. Van Pelt even claims that it describes “the first gassings in Cremato¬ 
rium 1,” forgetting that Broad had stated that he witnessed only one homi¬ 
cidal gassing, which had taken place in July 1942, whereas the “first” gas¬ 
sings are said to have started in September 1941 according to van Pelt! 

When he writes that the crematorium “was located adjacent to his own 
office housed in the camp’s Political Department,” van Pelt makes a mis¬ 
take, because the barrack of the Political Department near the crematorium, 
designated “BW 86, interrogation barrack of Political Department (near 
crematorium)” was built between January 9 and 20, 1943,^®* and was 


R.J. van Pelt, The Case for Auschwitz. Evidence from the Irving Trial. Indiana Universi¬ 
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handed over to the camp command on Fehruary 8, 1943,^®^ hence at a time 
when the alleged gassings had officially ended. As we have seen above hy 
means of Broad’s statement, which is correct in this regard, the offices of 
the Political Department were at that time located on the ground floor of 
the SS infirmary. 

Van Pelt had dealt briefly with the alleged gassing in Crematorium I in 
a previous book, written in collaboration with Deborah Dwork. After hav¬ 
ing discussed the difficulties the SS had run into with the first alleged gas¬ 
sing in Block 11, van Pelt gives a fictionalized account of the alleged first 
gassing in Crematorium 

“Fritzsch remembered that the morgue of the crematorium in the Stammlager 
had aflat roof; it would be a simple matter to make one or more openings in it. 
Fie also knew that, a month or so earlier, the morgue had been equipped with a 
new and powerful ventilation system. Ai we have seen, the Political Depart¬ 
ment had begun to use the morgue as an execution site for those convicted by 
the Gestapo Summary Court. From the beginning, the executioners had com¬ 
plained about the nauseating smell, because it also served as a morgue for the 
bodies of inmates who had died. Maximilian Grabner, the chief of the Political 
Department, had prevailed on Schlachter to install a more sophisticated venti¬ 
lation system that not only extracted the foul air but also brought in fresh air 
from the outside. Fritzsch realized that such a ventilation system could deal 
with poisonous gas. 

Fritzsch’s men punched three square portholes through the morgue roof and 
covered them with tightly fitting wooden lids. The number of 900 Soviets inau¬ 
gurated the new gas chamber on September 16. ‘The entire transport fit exact¬ 
ly in the room, ’ Floss recalled. ‘The doors were closed and the gas poured in 
through the openings in the roof. Flow long the process lasted, I don’t know, 
but for quite some time sounds could be heard. Ai the gas was thrown in some 
of them yelled: ‘Gas ’ and a tremendous screaming and shoving started toward 
both doors, but the doors were able to withstand all the force. ’ 

A few hours later the fans were turned on and doors opened. 

Van Pelt claims that the morgue of Crematorium I had been transformed 
into a homicidal gas chamber immediately after the alleged first gassing in 
Block 11. He insinuates that SS-Hauptsturmfiihrer Karl Fritzsch had had 
openings for the introduction of Zyklon B inserted in the flat roof of that 
room, but this is mere conjecture without any documentary foundation. 


Documentation concerning “transfer negotiation” {LJbergabeverhandlung). RGVA502- 
2-150, pp. 7-9. Cf. my study on The Central Construction Office, op. cit. (note 266), 
Document 13, p. 78. 

D. Dwork, R. J. van Pelt, Auschwitz 1270 to the Present, W.W. Norton & Company, 
New York-London 1996, p. 293. The section of the book devoted to the history of KL 
Auschwitz was evidently written only by van Pelt. 

Editor’s remark: van Pelt’s translation of Hoss’s text is inaccurate and therefore different 
than the one quoted earlier (Chapter 3.5.). This will be discussed further below. 
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similar to the claim that the Political Department used the morgue for exe¬ 
cutions. 

Van Pelt further affirms that “a month or so earlier, the morgue had 
been equipped with a new and powerful ventilation system,” with reference 
to Grahner’s letter of June 7, 1941. Actually, as we have seen in Chapter 2, 
nothing proves that Grahner’s request had been fulfilled immediately. On 
the contrary, the documents say that the first work on the ventilation of 
Crematorium I after that date was carried out between the end of Septem¬ 
ber and the middle of October 1941, hence after the alleged first gassing in 
Crematorium I. 

The date of the “first gassing” adopted by van Pelt (September 16, 
1941) is taken from Czech’s Kalendarium, but I have shown in Chapter 
4.1. that both the date and the alleged event have no documentary basis and 
are simply the fruit of the Polish authoress’s deception. 

The claim that “Fritzsch realized that such a ventilation system could 
deal with poisonous gas” is another arbitrary assertion without documen¬ 
tary basis, as is the assertion that follows: 

“Fritzsch’s men punched three square portholes through the morgue roof and 

covered them with tightly fitting wooden lids. ” 

Here, van Pelt’s dilettantish superficiality exceeds all bounds: no document 
establishes a link between Fritzsch and the alleged openings for the Zyklon 
B. To be precise, no document at all speaks of their installation. Van Pelt 
takes his reference to the “three square portholes” from an essay by Pres- 
sac, who, however, adduces as proof a photograph from 1945! On the 
other hand, as for the “wooden lids,” van Pelt simply relied on the Polish 
“reconstruction” of 1946-1947! 

Hoss’s testimony, as is clear from the critical analysis I have presented 
in Chapter 3.5., is absolutely unacceptable, hence completely devoid of 
historical value. It is also at variance with van Pelt’s own thesis, because 
the Auschwitz commandant affirms that the openings for the Zyklon B 
were being cut “through the layer of earth and the concrete that constituted 
the roof of the morgue” while the transport of 900 Soviet POWs was being 
unloaded, something which Pressac rightly considers highly “unlikely.” 
Therefore, van Pelt had to omit the corresponding passage in Hoss’s decla¬ 
rations. 

Van Pelt’s final sentence - “A few hours later the fans were turned on 
and doors opened” - is a real masterpiece of deception, aiming at under¬ 
pinning surreptitiously the presence of a “powerful ventilation system” in 
the morgue that permitted a homicidal gassing without the inconveniences 


J.-C. Pressac, R.J. van Pelt, op. cit. (note 43), p. 209. 

Ibid., note 64 on p. 243.1 shall deal with this question in detail in Chapter 6. 
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of Block 11. Why should it ever have been necessary to wait “a few hours” 
before opening the doors in the first place? There is no reason. 

Van Pelt says so only because Hoss wrote: “It was only several hours 
later that [the room] was opened and aired out.” By changing the meaning 
of this sentence, van Pelt wants to establish, underhandedly, an equivalence 
between Hoss’s “entlUftet” (aired out), which, as we have seen, clearly re¬ 
fers to a natural ventilation, and “the fans,” thus creating an imaginary 
“convergence of proof.” 



Carlo Mattogno, AracHW'/rz; Crematorium I 


83 


Chapter 5: 

Pressac in 1993 on Homicidal Gassings 
in Crematorium I 


5.1. The Projects for Ventilation Systems in Crematorium I 

In this section we will examine how Jean-Claude Pressac interpreted the 

documents relating to ventilation systems in Crematorium I. He wrote3^"^ 

“As Topf had not yet submitted a modified proposal for the ventilation of the 
crematorium, Schlachter turned to the Friedrich Boos Co. at Bickendorf near 
Cologne to have a temporary ventilation device installed for the transitional 
period until the final equipment could be installed by Topf Boos, at the time, 
was building a central heating system in the barracks of the SS guards. The 
company was the only civilian firm then operating within the camp with both 
the necessary know-how and the material needed for the installation. This unit 
was installed between February 23 and March 1. No technical data are known, 
but SS-Rottenfuhrer Pery Broad of the Political Department did leave us a de¬ 
scription of what it looked like on the outside: '(...} the fat angled metal tube 
(...) that stuck out from the roof (of the crematorium) and was monotonously 
humming. (...), that this was the exhaust fan which was supposed to render the 
air in the morgue breathable, at least to some extent. 

A few pages further on, Pressac returned to the argument3^^ 

“When both furnaces were in operation - and that was now the case nearly 
every day - the heat became so great that now hot air would come into the 
morgue from the furnace hall when the ventilation was switched on - the very 
opposite of what was desired. In order to prevent this from happening, the ven¬ 
tilation flaps of the morgue had to be shut, with the result that there was no 
longer any ventilation. With the summer heat it now became almost impossible 
to spend any time there, for the air was filled with dangerous vapors, and flies 
as well as other sources of disease were drawn. Grabner reported this ‘scan¬ 
dal’ to the Construction Office, asking ‘in the general interest’ for ventilations 
to be installed in the morgue, with one fan for aeration and a second one, in 


J.-C. Pressac, op. cit. (note 34), p. 18. Cf. J.-C. Pressac, R.J. van Pelt op. cit. (note 43), p. 
193. 

J.-C. Pressac, op. cit. (note 34), p. 23. Cf. J.-C. Pressac, R.J. van Pelt op. cit. (note 43), p. 
197. 
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suction, for ventilation. The exhaust air was to be fed into the chimney of the 
furnaces (a solution that had already been considered). 

This sinister episode has a great significance. It proves that Grabner, by mak¬ 
ing use of his rank and by the fear which his section caused among the subor¬ 
dinates in the Construction Office, became involved in the affairs of Cremato¬ 
rium I. It documents that in the morgue - because it was ventilated mechani¬ 
cally - killings by means of poisonous gas could take place. This becomes ap¬ 
parent for the first time here, because it was being planned not only to drawn 
out stale air from a morgue, but also to blow in fresh air. ’’ 

Finally, Pressac states:^^® 

“the crematorium disposed of a mechanical ventilation which - as long as it 
was used exclusively for the ventilation of the morgue - was sufficiently power¬ 
ful ” 

The source for the installation of the ventilation given hy Pressac is the 
weekly report of head of construction Schlachter, mentioned in Chapter 2. 

It is erroneous to assume - as I have already explained - that this venti¬ 
lation was mechanical. That it was put in hy the Boos Co. is, on the other 
hand, a mere assumption hy Pressac, unsupported hy any evidence. 

The quotation from Pery Broad, which Pressac introduces to explain 
how the ventilation operated, is distorted and truncated: according to the 
witness, the suction ventilator (exhauster) was not for the furnace hall and 
the morgue, hut only for the morgue, because the exhaust fan was sup¬ 
posed “to render the air in the morgue hreathahle, at least to some ex- 
tent,”^’^ something rather obvious, inasmuch as in the furnace room the 
fresh air feed was made possible by a window^^* with bars. As we can see, 
Pressac - while admitting that the technical details of this device are “not 
known” - thinks he knows them better than Pery Broad, to the point of be¬ 
ing able to “correct” him. 

Furthermore, Pressac truncates the quotation, leaving out the conclusion 
of Pery Broad’s description: that on the roof of the morgue “there were - in 
addition to the exhaust fan - six air-holes with lids."™ The reason for that 
omission is clear: it is too blatantly at variance with Pressac’s assertion that 
in January 1942 “three rectangular openings were cut into the ceiling of the 
morgue and equipped in such a way that the Zyklon B could be introduced" 
(my italics).I will return to this question in Chapter 6. Flere, let it only be 


J.-C. Pressac, op. cit. (note 34), p. 34. Cf. J.-C. Pressac, R.J. van Pelt op. cit. (note 43), p. 
209. 

277 pgjy gj-Qad, op. cit. (note 200), p. 19. 

Ibid., p. 20. 

Ibid. In the French translation used hy Pressac this term is rendered as “orifices 
d’aerage” (aeration openings). Auschwitz vu par les SS, Edition du Musee d’Etat a 
Oswi^cim, 1974, p. 166. 
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said that to open up “six aeration holes” in a room having an exhaust fan 
does not make much sense. 

Moreover, Pressac commits a serious methodical error: He claims to 
explain a situation existing at the end of February 1941 with an account re¬ 
ferring to a point in time after May 1942. As we have seen above, Pery 
Broad was transferred to Auschwitz on April 8, 1942,^^° and assigned to 
the Political Department on June 18. Yet the structure of the crematorium 
as Broad describes it cannot be dated earlier than it stood in June 1942, be¬ 
cause it is known that the yard of the crematorium was fenced in and 
equipped with an entry and an exit gate no earlier than the end of May. 
Hence, the description given by this witness is later by at least 15 months 
than February 1941. 

The drawing referred to by Pressac - drawing no. 1434 of July 3, 1942 
- confirms Pery Broad’s account merely with respect to the “angled metal 
tube” visible on the roof of the crematorium, but the function Pressac as¬ 
cribes to it in the legend of the drawing squarely contradicts Pery Broad’s 
statement, because it is said to be “the angled air exhaust (furnace and 
corpse room) installed by the Friedrich Boos Co. of Koln-Bickendorf’^^^ 
(my italics). As if by magic a fresh-air feed suddenly becomes an exhaust 
tube. 

Pressac understood moreover little or nothing about the malfunctioning 
of the ventilation system mentioned by Grabner in his letter to the SS 
Neubauleitung of June 7, 1941, which we have already examined in Chap¬ 
ter 2: the warm air did not enter the morgue “from the furnace room,” as 
Pressac affirms, but from the flue of the furnaces, which is very clear, be¬ 
cause this ventilation was connected to the “discharge channel,” i.e., pre¬ 
cisely to the flue, and it is likewise obvious that the exhaust air from the 
morgue reached the chimney along with the smoke from the furnaces. 
Thus, in this respect, too, Pressac misunderstood Grabner’s request: Grab¬ 
ner did not request that “the air taken in should then be conveyed to the 
chimney of the furnaces,” because this was already being done and was the 
very cause of the inconvenience. He wanted the exhaust air to be taken to 
the chimney by a special duct and not by means of the flue. Aside from 
this, Grabner wanted two fans - one for fresh-air intake, one for exhaust - 
simply because, hitherto, there had been none at all. Otherwise he would 
have requested only one ventilator for the fresh-air feed. 

The ventilation system set up in the morgue at the end of February 1941 
was thus artificial, but not mechanical (unless operated by means of the 
chimney’s forced draft device). It worked in an artificial way on the basis 
of the chimney’s draft (the low pressure in the flue sucked in the air from 

Sterbebiicher von Auschwitz, op. cit. (note 94), vol. I, “Taterbiografien”, S. 271. 

J.-C. Pressac, op. cit. (note 34), explanations of Document 8 outside of the text. 
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the morgue, which was directly connected to it), hut for the flue to he con¬ 
nected to the morgue, one certainly did not need a company like Boos; or¬ 
dinary hricklayers supervised hy the Topf specialist who had just finished 
the installation of the second furnace could have done the joh. 

Pressac says that this inconvenience has “great significance,” and he in¬ 
sists that it revealed an explicit homicidal willingness, as “hecomes appar¬ 
ent for the first time here, because it was being planned not only to drawn 
out stale air from a morgue, but also to blow in fresh air.” This only shows, 
however, that Pressac knows next to nothing about ventilation technology. 

In actual fact, if any ventilation is to function at all, a fresh air feed is 
indispensable, as otherwise there would be no air exchange. Thus, the first 
proposal for a ventilation of the morgues submitted by Topf and specifying 
20 exchanges of air per hour insisted that “a source of fresh air has to be 
provided for the morgues by means of windows or other openings. 

It is thus clear that the only novelty in Grabner’s request was that he 
wanted a mechanical ventilation. From what has been said it becomes evi¬ 
dent that the ventilation installed in the morgue at the end of February 1941 
could function only as long as the room also had an air intake. Where did 
this air come from? If we exclude the two doors and the walls,there is 
only the ceiling, which should have had aeration openings in addition to 
any alleged openings for the introduction of Zyklon B. 

It is certainly true that thanks to such a ventilation “killings by means of 
poisonous gas could take place,” but during the ventilation it would have 
been necessary to leave the aeration and/or Zyklon B feed apertures open, 
which is exactly the opposite of what is said in the testimony of witnesses 
on the alleged homicidal gassings. 

Finally, when he says that Grabner used his function and the terror it in¬ 
spired to meddle in the affairs of the crematorium, Pressac makes another 
serious mistake.^^"^ Actually, the Political Department of the camp also 
functioned as a morgue police unit, thereby supervising by law the crema¬ 
tion of the bodies of detainees who had died^*^ and their registration in the 
death records^*® (Sterbebiicher) kept for this purpose. In keeping with the 
rules in force for civil morgue practices, the Political Department also 

Letter of Topf to SS-Neubauleitung dated December 9, 1940. RGVA, 502-1-312, p. 136. 
The two outside walls were covered by the earth embankment which surrounded the 
building; as for the two internal walls, one separated the morgue from the furnace hall, 
the other separated it from the room later labeled ‘^Waschraum” (corpse) washing-room. 
As we have seen above, van Pelt has taken over this imbecile idea, writing that Grabner 
“had prevailed on Schlachter.” 

Legislation in force specified that cremations had to be authorized by the local police, 
who also kept a register of all cremations. F. Schumacher, Die Feuerbestattung, J. M. 
Gebhardt’s Verlag, Leipzig 1938, pp. 118f.; Reichsgesetzblatt, 1938, part I, pp. lOOOf. 

W. Dlugoborski, F. Piper (eds.), op. cit. (note 35), vol. I, Polish: pp. 122-134; Engl.: pp. 
180-184. 
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oversaw the treatment of the ashes of those cremated, which explains the 
frequent requests for urns from the SS-Neubauleitung}^^ 


5.2. The “First Gassing” and the Wearing Out of the 2nd 
Furnace 

If we follow Pressac, the “first homicidal gassing” at Auschwitz took place 
between “Decemher 5 [1941] and the end of the month.”^^® Referring to it, 
the author explained F’® 

“The victims, whose number is somewhere between 550 and 850, were cremat¬ 
ed in the two double-mujfle furnaces of the crematorium over a period of one 
to two weeks of intensive work. This caused damage to the second furnace. ’’ 

Pressac’s source is the “letter of SS-man Grahner of January 31, 1942.”^^^ 
The text quoted immediately above reads as if Grahner had written that the 
corpses of those allegedly gassed had been cremated in the furnaces at a 
rate that had eventually damaged furnace no. 2. But Grahner actually said 
in this very brief letter merely 

“As a Topf & Sohne engineer is presently in this camp for the installation of a 
furnace, maintenance is requested on furnace no. 2 in the local crematorium, 
which is in need of repair. ” 

Hence, there is no connection between the damage on furnace no. 2 and the 
claimed cremation of the victims of the alleged gassing. Pressac’s conjec¬ 
ture is furthermore invalidated by the fact that his date for the “first gas¬ 
sing” is arbitrary in every respect and is based on a critical observation of 
mine demonstrating that Czech’s official interpretation is false!^^*’ In this 
regard, Dwork and van Pelt explicitly declare that “Pressac’s dating of the 
first gassing in December 1941 is not substantiated by evidence”^®' - but 
this is true for any dating of the gassing. 

Examining the documents shows how artificial Pressac’s interpretation 
really is. In December 1941, preparations for the installation of the third 
furnace were under way in the crematorium. The Topf & Sohne specialist 
Mahr worked in the crematorium from November 27 to December 4, pour¬ 
ing the foundation for the third furnace and repairing one of the other 
two,^^^ and that is why Pressac takes December 5 to be the beginning of the 

The first request of this kind known to me is “Anforderung Nr. 33” of February 5, 1941, 
for “100 Stuck Urnenkisten” (100 pcs. urn boxes). The request is from: “Politische 
Abteilung/Krematorium.” RGVA, 502-2-1, p. 46. 

J.-C. Pressac, op. cit. (note 34), note 21 on p. 113. 

289 RGVA, 502-1-312, p. 77. 

290 C. Mattogno, op. cit. (note 1), p. 159; cf. op. cit. (note 2), p. 8. 

29* D. Dwork, R. J. van Pelt, op. cit. (note 270), note 46 on p. 412. 

292 RGVA, 502-1-312, p. 82; APMO, BW 11/1, pp. 4f. 
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period, during which the gassing is claimed to have taken place. But a spe¬ 
cialist from Topf - prohahly Mahr himself - was also present in the crema¬ 
torium between December 18 and 26, 1941.^^^ Hence the period during 
which the cremation of the claimed gassing victims may have taken place 
is reduced even further. 

Ironically, the reality of the alleged “first gassing” is based exclusively 
on testimony, but none of these accounts states explicitly that it took place 
in December 1941, which is why Dwork and van Pelt reject Pressac’s the¬ 
sis. 


5.3. The Alleged Homicidal Gassings in Crematorium I 

On the subject of the homicidal gassings in Crematorium I, Pressac assert- 

ed:^^® 

“Three rectangular openings were made in the ceiling of the morgue and 
equipped in such a way that Zyklon B could be introduced. It was poured di¬ 
rectly into the room, in which the two doors had previously been made gas- 
tight. The roar of the engine of a truck parked next to the crematorium 
drowned out the screams of the agonizing victims. 

The SS was able to carry out gassings there between January 1942 and the re¬ 
sumption of work on the third furnace in May, i.e., over a period of four 
months. Today it is assumed that only relatively few gassings with poison gas 
were done in this crematorium, but that their frequency has been exaggerated 
because they made a deep impression on the direct or indirect witnesses. ” 

Pressac, in fact, believed that “the third double-muffle furnace was assem¬ 
bled in May and delivered at the end of that month,”^®"^ and justified his as¬ 
sertion as follows 

“The dates are not indicated, but are certain due to the following facts: 

1) Arrival date of the rail-car containing more steel parts for the third furnace 
(contract No. 41 D 1980): April 30, 1942 (ZAM, 502-1-313) 

2) Posting date. May 8, 1942, of first reminder sent by Topf (ZAM, 502-1-327), 
out of a total of eight, to activate payment for the third furnace (the down pay¬ 
ment had been made on January 31, 1941) 

3) Normal installation time for a double-muffle furnace: 15 days, drying time 
not included (1 month altogether) 


^■^3 RGVA, 502-1-312, p. 82. 

J.-C. Pressac, op. cit. (note 34), p. 38. Cf. J.-C. Pressac, R.J. van Pelt op. cit. (note 43), p. 
210. Here, however, the translation is wrong: “Only the iron fittings for the third double¬ 
muffle furnace were of immediate use.” 

J.-C. Pressac, op. cit. (note 34), note 120 on p. 102. 



Carlo Mattogno, AracHW'/rz; Crematorium I 


89 


4} Report by SS-man Pollock of May 30, 1942, on damage to the chimney of 
Crematorium I that had occurred due to overheating (ZAM, 502-1-312 and 
313) ” 

The dates indicated by Pressac are so “certain” that on April 10, 1942, de¬ 
tainee No. 20,033, the Polish engineer Stefan Swiszczowski, who worked 
in the Central Construction Office as a draftsman,^®® drew an “Inventory 
map of building Nr. 47 a, BW 11 crematorium,” in which the third furnace 
is already present.^®^ This furnace was actually built in March 1942, and 
work had ended by the 31st of that month, as evidenced by the building 
schedule plan for March 1942, which lists 100% completion of the addition 
to the crematorium as of March 31.^^^ This date is also confirmed by the 
report on the state of construction dated April 1, 1942.^®^ Pressac’s error is 
serious, but his explanation is even more so, because it shows a rather su¬ 
perficial reading of the documents, to say the least. 

Let us start with item 1). The parts of the third furnace, including rein¬ 
forcing steel, were shipped by Topf on October 21, 1941, as part of Central 
Construction Office order no. 41/1980/1, and arrived at Auschwitz on Oc¬ 
tober 27.^“ It is true that on April 16, 1942, some elements of anchor bolts 
for a double-muffle furnace covered by order No. 41/1980/1^°' were loaded 
into a rail-car containing “parts for the triple-muffle furnaces,” which was 
destined for the future Crematorium II of Birkenau, as per Central Con¬ 
struction Office order No. 41/2249/1. These anchor bolt, however, did not 
belong to the third furnace at Auschwitz, as Pressac believes, but were for 
Mauthausen, and were shipped to that camp on September 22,^°^ as is in¬ 
disputable from a comparison of the list of these parts^*'^ with the Topf 


RGVA, 502-1-256, p. 171. 

^^Bestandsplan des Gebdudes Nr. 47a B.W.ll. Krenuitorium.” Drawing No. 1241 of 
April 10, 1942. 502-2-146, p. 21. Cf. Document 4. 

Baufristenplan of April 15, 1942. RGVA, 502-1-22, p. 11. 

“Baubericht iiber den Stand der Bauarbeiten” of April 15, 1942. RGVA, 502-1-24, p. 
320. 

Topf, Versandanzeige (shipping advice) of October 21, 1941, shipment in car no. 43225 
Munich (G). RGVA, 502-1-312, pp. 104f. 

30* Topf, Versandanzeige of April 16, 1942. RGVA, 502-1-318, pp. 167-170. The car ar¬ 
rived at Auschwitz not on April 30, but on April 18. Pressac confuses the date at the end 
of the document - which refers to the verification of the goods in the car against the Ver¬ 
sandanzeige and to the receiving of these goods by the Department of Materials, as at¬ 
tested by the stamp ^^Materialverwaltung Richtigkeit bescheinigt” - with the arrival date 
of the car, which was certified by a stamp on the first page of Versandanzeige and was 
initialed by the Bauleiter. 

303 Letter from Central Construction Office to Mauthausen camp of September 30, 1942. 
RGVA, 502-1-280, p. 273. 

303 Aufstellung (list) of ZBL of September 26, 1942. BAK, NS4 Ma/54. 
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shipment list of April 16, 1942. Pressac himself mentions this shipping er- 
ror^®"^ hut does not understand its significance. 

As for item 2), the reminder sent hy Topf on May 8 has no relation 
whatsoever with the installation of the third furnace. Not only did Pressac 
fail to wonder why Topf should have reshipped parts for anchoring the fur¬ 
nace which had already been shipped, he also failed to consider why this 
reshipment did not appear on any of Topf’s invoices. Actually, Topf’s par¬ 
tial invoice for the third furnace, dated December 16, 1941, and approved 
by Bischoff on December 22, amounted to 7,518.10 Reichsmark.Based 
on this invoice, the Central Construction Office authorized a payment order 
of 3,650 RM on January 7, 1942, in partial payment, which was paid on 
January 27.^°® Topf sent a second partial invoice, likewise backdated to 
December 16, 1941, which arrived at Auschwitz on May 22, 1942,^°^ for a 
remainder of 3,868.10 (i.e. the difference between the cost estimate of 
7,518.10 RM and the sum of 3,650 RM already paid by the SS administra¬ 
tion). The final invoice, also backdated to December 16, 1941, arrived at 
Auschwitz on July 10, 1942, and amounted to 3,786.10 RM - 82 RM less 
for a rotating disk^°* which had been deducted from the previous partial in¬ 
voice because the item had not been delivered.^®^ The payment order for 
the final payment of this amount was authorized by the Central Construc¬ 
tion Office on July 17, 1942, and payment went out on July 29.^'° 

Item 3) contains accurate information, but Pressac uses it erroneously, 
because the drying-out of the furnace was not done in May 1942, but in 
March. 

Finally, item 4) is in all respects irrelevant. SS-Oberscharfiihrer Josef 
Pollock’s report of May 30, 1942,^" refers exclusively to the crematorium 
chimney and does not even mention the number of furnaces in existence. 

This said, let us go on to the alleged homicidal gassings in the Ausch¬ 
witz crematorium starting at “January 1942.” Between January 14 and 21, 


J.-C. Pressac, op. cit. (note 34), p. 52. Cf. J.-C. Pressac, R.J. van Pelt op. cit. (note 43), p. 
218. 

Topf, Rechnung no. 2363 of December 16, 1941. 502-2-23, p. 263-262a. 
Abschlagszahlung (down payment) no. 1 for J.A Topf & Sbhne in Erfurt of January 7, 
1942. 502-2-23, pp. 262-262a. Pressac erroneously gives the date January 31 as men¬ 
tioned in Topf’s Schlussrechnung (final invoice), which however refers to the day the 
bank draft no. Z 8005314 issued by the treasury department (Amtskasse II) of HHB on 
January 27 was cashed (by Topf). 

Topf. Teit-Rechnung dated December 16, 1941. 502-1-327, pp. 114-114a. 

The rotating disk was a replacement for the rails on which the “coffin introduction carts” 
ran in the furnace hall of Crematorium I. 

Topf, Schlussrechnung dated December 16, 1941. 502-1-23, pp. 261-261a. 

ZBL, “Schlussabrechnung liber Lieferung und Errichtung eines Eindscherungsofens der 
Firma J.A. Topf & Sohne,” Erfurt, July 17, 1942. (Einal account of supply and installa¬ 
tion of a cremation furnace) 502-2-23, pp. 258-259a. 

3“ RGVA, 502-1-312, p. 64 and 502-1-314, p. 12. 
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the inmate metal workshop of the Central Construction Office carried out 
the repair of three “furnace doors”^'^ and of two furnace grills. 

On January 16, the same shop received an order for “redrilling of an¬ 
chor holes for furnace-anchoring” and to “fabricate a frame 50 x 50 ac¬ 
cording to instructions hy fitter.” The joh was done between January 22 
and 24.^^"^ On January 31, as we have already seen, a Topf specialist was 
certainly present at Auschwitz, who was undoubtedly the “fitter” men¬ 
tioned above and who therefore worked at the crematorium at least from 
January 16 onwards,if not earlier. The repair of the second furnace re¬ 
quested by Grabner was carried out on February 4, as is shown by a hand¬ 
written note on his previously mentioned letter. 

On February 10, the inmate metal workshop worked on the repair of “2 
doors for the fire place” and made “4 pcs. angle irons,which were part 
of the anchoring structure of the furnaces. It is therefore highly likely that 
the Topf specialist remained on site at least until that date in order to do the 
repairs that were needed. 

As we have already seen earlier, the third furnace was installed in 
March. Likewise, on May 14 and 15 there was work in the engine room, 
and the flue linking the furnaces to the chimney was repaired. During the 
second half of May, external work was done on the crematorium: the yard 
in front of the crematorium was fenced in and equipped with two wooden 
gates, and the old pavement was replaced. 

Toward the end of the month, the metal brace of the chimney became 
loose, and there was a danger of collapse. It became necessary to demolish 
and rebuild the chimney. 

Plainly, there remained precious little time for any homicidal gassings 
without them being witnessed by many outsiders! 

If we assume the reality of gassings, the behavior of the Auschwitz au¬ 
thorities with regard to the ventilation equipment becomes decidedly sense¬ 
less. What is more, in Pressac’s attempt at an explanation, he makes mat¬ 
ters even more unreasonable. 

The term may refer indiscriminately to the doors of the muffles (EinfUhrungstiiren), or to 
the ash removal traps (Ascheentnahmetiiren) or to the doors of the hearths (Feuerltiren). 
Hdfllingsschlosserei,Arbeitskarte of January 13, 1941, Auftrag Nr. 630. RGVA, 502-2- 
l,p. 71. 

Hdftlingsschlosserei,Arbeitskarte of January 16, 1942, Auftrag. Nr. 651. RGVA, 502-2- 

1, p. 60. 

Pressac asserts that the “engineer” mentioned in Grabner’s letter was Kurt Priifer (J.-C. 
Pressac, op. cit. (note 34), p. 35), but the only source of this information is Grabner’s let¬ 
ter! (Ibid., note 113 on p. 101). Pressac has deduced Priifer’s presence - not documented 
anywhere - from the misspelled title “Ingineur” contained in that letter. Actually, Grab¬ 
ner has only conferred an unsuitable designation to the Topf fitter who was working in 
the crematorium. 

Hdftlingsschlosserei, Arbeitskarte of February 3, 1942, Auftrag Nr.747. RGVA, 502-2- 

1, p. 61. 
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On March 15, 1941, SS-Neubauleitung ordered the ventilation system 
proposed hy Topf as per the company’s cost estimate dated February 24, 
i.e., two weeks after the installation of the temporary ventilation hook-up 
in the morgue. The latter, therefore, was only an unsatisfactory stop-gap 
measure for a normal morgue, for the alleged homicidal gassings are said 
not to have actually started until six months later. Topf shipped the defini¬ 
tive equipment at the end of 1941, hut there is no documentary evidence 
that it was ever installed. The invoice of May 27, 1943, in fact, is only for 
1,884 RM for the delivered equipment itself, hut does not include the 596 
RM for installation. 

In September 1941, we are told, the alleged homicidal gassings started 
in Crematorium 1 with a temporary makeshift ventilation system. In July 
1942, with the demolition of the old chimney, this ventilation stopped 
functioning as well, but it occurred to no one to install the Topf ventilation 
equipment in the crematorium, which was rusting away in a warehouse. 
This happened only on November 27, 1942, on the eve of the cessation of 
the alleged homicidal gassings in Crematorium 1, when Central Construc¬ 
tion Office suddenly put ventilation back on the agenda. Its installation was 
declared urgent on November 30: 

“The fitter you offered can start immediately with the installation of the venti¬ 
lation system in the old crematorium at Auschwitz concentration camp. ’’ 

Pressac had his own way of explaining this oddity in his reference to 
Bischoff’s letter of November 30, 1942:^'^ 

“The sequence of jobs laid out for Priifer clearly shows the intent to kill, which 
the SS was harboring at the time: the gassings were to take place in ‘Leichen- 
keller 1 ’ of Crematorium II as soon as it became available. If however, there 
should be a delay in the arrival or the equipment ordered, it was necessary to 
be able to fall back on the morgue of Crematorium I, provided it possessed the 
definitive ventilation. This equipment had already been supplied and had a ca¬ 
pacity of8,300 m^ of air per hour, with 3,000 m^ per hour for the morgue itself. 
The latter fact was decisive, even though it entailed the disadvantage that the 
gassings had to be moved back to the Main Camp, where anyone could witness 
them. This was exactly the opposite of the original plan, that is to say, to move 
them to Birkenau, away from the Main Camp. ” 

But a few pages earlier, Pressac had written:^^* 

“Because for each gassing the area around the crematorium had to be cor¬ 
doned ojf with considerable disturbance for the everyday operation of the 
camp, and because [gassings] were completely impossible whenever civilian 
workers were active on the site, it was decided, at the end of April, to move the 
gassings to Birkenau. ’’ 

J.-C. Pressac, op. cit. (note 34), 61. 

Ibid., p. 35. Cf. J.-C. Pressac, R.J. van Pelt op. cit. (note 43), p. 209. 
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But if the alleged gassings had been transferred to the so-called hunkers at 
the end of April 1942 for the express reason that the SS wanted to keep 
them away from the detainees and the civilian workers, and because they 
wouldn’t disrupt the camp’s daily routine there, and if they had been con¬ 
ducted there without a hitch for seven months, why should the SS bring 
them back to the Main Camp at the end of November of that year? 

Pressac’s hypothesis is absolutely unreasonable. In this context, it is al¬ 
so quite unclear why the SS should have continued homicidal gassings in 
Crematorium I up to the end of April 1942, if they had set up “Bunker 1” 
for this purpose, which is said to have gone into service on March 20. 

As for the ventilation equipment, which the SS - Pressac claims - 
wanted to set up in Crematorium I for their homicidal gassings, Pressac 
makes a serious mistake. If we disregard the fact that the capacity of the 
fan was 8,600 and not 8,300 m^ of air per hour, his claim that 3,000 m^ 
were for the morgue has no foundation. 

As we have already seen, the cost estimate of December 9, 1940, was 
based on 10 exchanges of air per hour for the dissecting room and 20 for 
the morgue. The system was to work with a single fan, no. 450, driven by a 
motor of 1.5 HP for 6000 m^ of air per hour. The difference in the number 
of exchanges between the two rooms was due to the diameter of the corre¬ 
sponding ducts, smaller for the dissecting room, larger for the morgue. 

The cost estimate of February 3, 1941, has the same specifications for 
dissecting room and morgue, but includes a separate ventilation for the 
furnace room, consisting of a fan (no. 300), driven by a motor of 0.75 HP 
to deliver 3,000 m^ of air per hour. 

The cost estimate of February 24 was for a single ventilator for the dis¬ 
secting room, morgue, and furnace room. The fan was more powerful - no. 
550 - and driven by a correspondingly more powerful motor, 3 HP, for 
8,600 m^ of air per hour. Of the total volume, 3,000 m^ per hour were as¬ 
signed to the furnace room, and the remaining 5,600 to the dissecting room 
and morgue. 

The reduction of 400 m^ per hour for the total throughput in the two ear¬ 
lier estimates (6,000 m^ per hour) is easily explained: the third estimate 
took into account a modification of the morgue, done some months before, 
in which an urn storage room had been walled off.^^® The morgue lost that 
part of the room located behind the second furnace of the crematorium, 
thereby diminishing the volume of air to be extracted. In practice, the par¬ 
tial capacity of the installation set aside for the dissecting room and 
morgue remained unchanged - 10 changes of air for the former, and 20 


The creation of the Urnenraum was announced to Topf hy Bischoff in a letter dated Jan¬ 
uary 21, 1941. RGVA, 502-1-327, p. 185. 
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changes for the latter - or, in terms of air volume, some 4,500 m^ per hour 
for the morgue and 1,100 m^ per hour for the dissecting room. 
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Chapter 6: 

The Openings for the Introduction of Zyklon B: 
Material Evidence 


6.1. The Modifications of Crematorium I (1944-1947) 

Drawing no. 1241 of Crematorium I, dated April 10, 1942, shows a 
morgue (17.60x4.60 m), a “washing room” (4.17x4.60 m) and a “laying- 
out room” (4.10x4.60 m).^2° 

According to orthodox historiography, the morgue was transformed into 
a homicidal gas chamber from September 1941 on by fitting it with two 
gas-tight doors and breaking through its roof an uncertain number of open¬ 
ings for the introduction of Zyklon B. The number of openings testified to 
was, in fact, one for Rudolf Hoss (session of March 12, 1947, of his trial), 
two for Stanislaw Jankowski and for Hans Stark, three for Jean-Claude 
Pressac, four for the Soviet commission of investigation, and six for Pery 
Broad and Filip Muller. Last but not least, the worker who allegedly made 
these openings - the detainee Czeslaw Sulkowski - who should have been 
the person best informed about their number, their dimensions, their shape, 
their structure, and their location - as we have seen in Chapter 4.3 - men¬ 
tioned nothing about their number or features. 

If we follow drawing No. 4287, dated September 21, 1944 (see Docu¬ 
ment 5), the transformation of the crematorium into an air-raid shelter in¬ 
volved splitting up the morgue into four rooms by means of three parti¬ 
tions. In the first room, on the south side, an air lock of 2 m by 2 m was set 
up with a door to the outside. Furthermore, the vestibule, which lay behind 
the main entrance to the crematorium, obtained a partition wall, and the 
other walls were strengthened, resulting in another air lock (3.87x3.45 m). 

According to the letter from Josten already mentioned, “7 pcs. doors 
gas-tight and fragment-proof’^^' had been foreseen, but Jothann’s cost es¬ 
timate of November 2, 1944, mentions “6 pcs. simple interior doors. 
Actually, for reasons of economy, the camp administration had apparently 
only three “gas-tight and fragment-proof’ doors installed - those of the two 
air locks (still existing) and the one leading into the furnace room, which 

320 RGVA, 502-2-146, p. 21. Cf. Document 4. 

321 RGVA, 502-1-401, p. 34. 

322 RGVA, 502-2-147, p. 12a. 
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until the end of 1993 was leaning against one of the walls of that room. It 
had prohahly been removed hy the Germans themselves when they 
changed the layout of the air-raid shelter at some point in 1944 hy walling 
up the door leading into the former furnace room. The six partitions were 
merely equipped with ordinary doors, the two small toilet stalls received 
two doors 70 x 200 cm, as is shown in plan no. 4287 and from Josten’s let¬ 
ter of August 26, 1944: “2 pcs. single doors 70 hy 200 cm.”^^^ 

But then what happened to the two alleged gas-tight doors of the al¬ 
leged homicidal gas-chamher? One of them - the one which separated the 
morgue from the furnace hall - is said to have been dismantled and tempo¬ 
rarily replaced by a standard gas-tight air-raid shelter door like the two 
outer doors. The other, which separated the washing room from the laying- 
out room, was simply removed and substituted by an ordinary door. The 
present door even has a glass window, see. Document 34. 

Needless to say, at the liberation of the camp not the slightest trace of 
the two gas-tight doors of the alleged homicidal gas chamber were found, 
and not a trace of them exists in the documentation of the Central Con¬ 
struction Office. 

Between 1946 and 1947, in an effort to “reconstitute” the “original 
state” of the alleged homicidal gas chamber, the Poles demolished not only 
the three partitions mentioned above, but also the one that separated the 
original morgue from the washing room. In the space thus obtained, they 
made four openings in the roof - the alleged openings for the introduction 
of Zyklon B - into which they inserted small wooden casings with lids (see 
Documents 23-25). 

Today, therefore, the alleged gas chamber of Crematorium I is 21.32 m 
long, i.e., 4.32 m longer than the original room. The Poles also created an 
opening in the wall linking the morgue with the furnace room (the original 
one had been walled up by the SS at some point in 1944), but moved it half 
a meter out of its original position and gave it a rather crude, unsymmet- 
rical shape. 


6.2. The Alleged Openings for the Introduction of Zyklon B 
6.2.1. Jean-Claude Pressac’s Interpretation 

In 1989, J.-C. Pressac published one photograph from a series taken by 
Stanislaw Luczko, probably in May 1945 (see doc. 18). It shows the flat 
roof of Crematorium The French historian gave it the title “Dance on 
the roof of the old crematorium” and commented on it as follows 

323 RGVA, 502-1-401, p. 34. 

32'* APMO, sygn. 5149; J.-C. Pressac, op. cit. (note 33), p. 149. 
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“View of the roof of Krematorium I, looking south-north, 1945 (May?). The 
chimney has not yet been rebuilt. The features of the roof are: 

- two ventilation chimneys for the furnace room (two-tone with a dark cap) 

- two other brick chimneys, probably for ventilating the air raid shelter in 
view of their newly-built appearance 

- in addition, on a line parallel to - and to the left of - that on which the two 
brick chimneys are built, it is possible to see THREE places where the for¬ 
mer traps for introducing Zyklon-B have been filled in, thus indicating that 
the morgue had been used as a gas chamber. 

Above the stage, dominated by a red star with the hammer and sickle, fly the 
flags of Poland (left) and the Soviet Union (right), with lamps mounted above 
them. 

This photograph proves that a dance was organized in 1945 on the roof of 
Krematorium I, and that people actually danced above the homicidal gas 
chamber. This episode appears almost unbelievable and sadly regrettable, and 
the motives for it are not known. This photo also proves that the present cover¬ 
ing of roofing felt and the zinc surround of the roof are not original. ’’ 

Hence, Pressac undertakes to demonstrate the 1941 creation of three open¬ 
ings in the ceiling of the morgue on the basis of a photograph taken in 
1945. Let us look into this question more closely. 

The ex-detainee Adam Zlohnicki made the following declaration in a 
statement given on Novemher 18, 1981:^^^ 

“1 remember perfectly well that the openings for the introduction ofZyklon B, 
which were located on the flat roof of this crematorium, were also remade. 

The reconstruction was made easier by the fact that at the locations of the for¬ 
mer insertion openings there remained clear traces after the sealing of the 
former openings with cement. At these very points, the openings were re¬ 
established and the little chimneys^^^''^ built with bricks. This work, too, was 
done in 1946-1947. ” 

The four shafts reconstructed hy the Poles are arranged as shown in my 
drawing (see Document 17). They are grouped in two parallel pairs along 
the internal (A-B) and the external (C-D) walls of the morgue. Shafts C 
and D are 82 cm from the outer wall, shaft A is 90 cm and shaft B 85 cm 
from the inner wall. Shafts A-B are 6.30 m and shafts C and D 8.30 m 
apart from each other respectively. The four shafts thus form the vertices of 
an irregular parallelogram having a height of 2.40 meters. 

What is interesting here is that in the present state of the room shaft D 
stands 5.10 m from the wall with the entrance from the outside, shaft C 
stands 7.10 m from the opposite wall which separated the washing room 

APMO, Oswiadczenia, t. 96, p. 59. 

Earlier, the narrator had spoken of the reconstruction of the chimney of Crematorium I 
that was carried out between late 1946 and early 1947. 

™ The small wooden casings set in the ceiling panels of the morgue. 
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from the laying-out room, shaft B stands 7.10 m from the wall of the little 
vestibule near the entrance and shaft A stands 5.10 m from the opposite 
wall. Such an arrangement makes sense only within the framework of the 
present state of the morgue. It is, in fact, clear that the position of the shafts 
was based on their distance from the short, transverse walls of the present 
room by rationally subdividing the available distance of some 21.3 meters: 
thus shafts A and D were placed at 5.10 m, shafts B and C at 7.10 m from 
the nearest wall. 

The distance for shaft B was, curiously, not based on the rear wall, but 
on the partition of the little vestibule, and this caused shaft B to be moved 
back by 2 m with respect to shaft D. But at the time of the alleged original 
layout of the morgue’s shafts, the little vestibule did not exist, whereas 
there was at that time a partition between the washing room and the 
morgue. Thus, this arrangement of the shafts makes sense only for the pre¬ 
sent state of the crematorium and therefore cannot be original. 

If we consider the original layout of the morgue (see Document 15), the 
arrangement of the shafts strikes us as most irrational, because while shaft 
D would still be 5.10 m from the rear wall, shaft B would now be 9.10 m 
from it, shaft A 0.7 m from the partition of the washing room and shaft C 
some 2.8 m from the last. The irrationality of this arrangement becomes all 
the more apparent if we realize that, as a result, one half of the morgue near 
the washing room (8.5x4.60=39.1 m^) would have been equipped with 
three shafts (A, B, and C), whereas the other half of equal area would have 
had only one - shaft D! 

Let us now look at the 1945 photograph published by Pressac. The three 
dark spots (designated 1, 2, and 3 in Document 18) are aligned parallel to 
the two brick ventilation chimneys, the first one of which (the one closest 
to the camera) is located on top of the morgue. Furthermore, the first dark 
spot appears to the right of the first chimney (S2 in Documents 16 and 17), 
whereas in the reconstruction by the Auschwitz Museum the alleged open¬ 
ing for the introduction of Zyklon B closest to this ventilation chimney 
(“B,” see Documents 15-17) is to its left. If these dark spots were the traces 
of the alleged Zyklon B introduction openings and if, as the witness Zlob- 
nicki tells us, the present openings were located where the traces of the 
original openings appeared, why was no opening made at the point where 
dark spot no. 1 can be seen? Inversely, the Auschwitz Museum had an 
opening made (point “C” in docs. 15-17) at a point where the photograph 
in question shows no dark spot. 
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When the crematorium was transformed into an air-raid shelter for the 
SS infirmary, the work sheet indicated 

“Creation of ducts and wall openings for the heating furnaces and the ventila¬ 
tion intake and outlet. ” 
and, more specifically: 

“5 pcs. wall openings for devices. ” 

Today the walls surrounding the morgue show no traces of former open¬ 
ings. What is more, the outside wall was and still is covered hy an earth 
embankment, as is the rear wall as well, with the exception of the narrow 
passage through this embankment leading to the entrance door. On the oth¬ 
er hand, the front wall is completely bare and has only one window on the 
side of the morgue. Finally, the wall between the morgue and the furnace 
hall shows no traces of openings either, and it would have made no sense, 
anyway, to pierce it for the installation of stove pipes or ventilators. 

Thus it is clear that the five openings mentioned above were created in 
the ceiling of the rooms that had been turned into an air-raid shelter. 

In the ceiling of the morgue, in its present state, there are two rectangu¬ 
lar ventilation shafts, one in a corner of the former laying-out room (the 
later surgery room, marked as SI in Documents 16 and 17), the other in a 
corner of the second air-raid shelter room seen from the entrance (S2). Due 
to their location right at the wall, it is generally assumed that these shafts 
were added during the transformation of the building into an air-raid shel¬ 
ter. 

In addition to these two shafts, one can still distinguish the traces of 
four circular openings that have been crudely walled in.^^^ They originally 
had a diameter of about 35 cm. The corresponding traces are situated (as 
measured from their centers) at 1 m, 7.2 m, 8.5, and 18.30 m from the rear 
wall of the morgue (where the entrance is today), and at distances of 1.0 m 
and 1.4 m from the wall between the morgue and the furnace hall (see 
Documents 15-17, 19-22). 

Because the original morgue was 17 m long, the fourth opening is lo¬ 
cated in the ceiling of the room in which the corpses were washed until 
1943 (the washing room). That is the first proof that those openings had 
nothing to do with the alleged Zyklon B introduction devices. The second 
proof is their shape - circular instead of square. 


“Kosteniiberschlag zum Ausbau des alien Krematoriums ah Luftschutzbunker fur SS- 
Revier mit einem Operationsraum im K.L. Auschwitz 0/S - BW 98 M.” RGVA, 502-2- 
147, p. 126. 

The left-most room in docs. 15-17, which originally served as a laying-out chamber and 
in which today the Kori oil-fired furnace from the crematorium at Trzebinia is preserved, 
is not open to tourists. I have therefore been unable to ascertain whether its ceiling 
shows traces of any further openings. 
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We therefore have six original openings in the ceiling of the rooms un¬ 
der investigation, four of which have been walled up at some point. The 
document mentioned above, however, refers only to five openings to be 
added. 

From other documents it can be deduced that there must have been a 
ventilation opening in the ceiling of the morgue when it was actually used 
to store corpses.It can be assumed that opening no. 1 was this ventila¬ 
tion opening, first of all because intelligent design suggests putting a venti¬ 
lation opening at one end of a long room, and second because the area 
around opening 1 turned into a vestibule on the building’s transformation 
into an air-raid shelter, for which a ventilation opening was not required. 

6.2.2. The Interpretation by the Holocaust History Project 

Three members of the Internet-based Holocaust History Project - Daniel 
Keren, Jamie McCarthy, and Harry W. Mazal - have considered the pho¬ 
tograph published by Pressac with the aim to “correct some common mis¬ 
conceptions about the Crematorium I gas chamber, specifically about the 
location of the Zyklon holes. 

The authors affirm that there were originally five holes for the introduc¬ 
tion of the Zyklon B in the roof of the crematorium, a figure which is at 
odds with all the testimonies. Thus, depending on the witnesses and the 
historians, the number of openings present at the same time was either 1, 2, 
3, 4, 5 or 6! 

On the photograph in question, they identify the traces of a fourth dark 
spot in the roofing felt on the roof of the crematorium (see Document 18, 
spot no. 4.), which had obviously escaped J.-C. Pressac’s attention. They 
then state that four of the alleged five holes for the introduction of Zyklon 
B, which the Poles had made in the post-war years, were sunk exactly 
where the aforementioned dark spots were located, and labelled them Z3 [= 
3 in my Document 18], Z2 [= 2] and Z4 [ = 4]; dark spot Z1 [= 1] was not 
reopened, according to the authors, whereas dark spot Z5, which they place 
between Z3 and Z2, does, in fact, not appear on the photograph. 

The authors claim to have identified the traces of an alleged opening Z1 
on the ceiling of the morgue, and provide a photograph of it.^^^ What we 
are dealing with here are traces of the opening that I have designated #2 
which, however, was not square, as the authors claim, but round, and was 


”0rgVA, 502-1-327, pp. 191f., 502-1-312, p. 111. 

D. Keren, J. McCarthy, H.W. Mazal, “The Ruins of the Gas Chamhers: A Forensic In¬ 
vestigation of Crematoriums at Auschwitz I and Auschwitz-Birkenau,” in: Holocaust 
and Genocide Studies, vol. 9, n. 1, spring 2004, pp. 97-99. 

Ibid., figure 31 on p. 92. 
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actually not at the location of Z1 but 2 m from it toward shaft B (see Doc¬ 
uments 15-17, 21). 

In any case, the authors themselves deny that the traces of openings #3 
and #4 correspond to the dark spots in the photograph published by J.-C. 
Pressac, because the former have a round shape 

“At two other locations holes were sealed, but these were circular ventilation 
openings. ” 

Dark spot Z1 was located practically on the perpendicular of dark spot Z4, 
as results from the extension of the respective sides (see Document 18), 
and was thus on the prolongation of the axis A-B in front of the present 
opening D (see Documents 15-17). In this area there is no trace of any 
walled-up opening in the ceiling of the morgue. 

Hence, no opening in the roof of the morgue - current or former - 
corresponds to dark spot Zl. But then, why should dark spots Z2, Z3, and 
Z4 correspond to openings? As a matter of fact, spot Z2 is too far away 
from ventilation shaft S2 to be identical with today’s shaft “B,” and spot 
Z3 is too close to ventilation shaft SI - probably located over the washing 
room - to be identical with today’s shaft “A.” Spot Z4, on the other hand, 
appears to be too far away from the wall to be identical with today’s shaft 
“D,” which is only 82 cm away from the wall. 

The authors claim that, when the crematorium was converted into an 
air-raid shelter, the alleged Zyklon B introduction openings were sealed 
again,^^"^ but this assertion, which they owe to Franciszek Piper,^^® has no 
documentary basis and is disproved by the cost estimate of November 2, 
1944, mentioned above, which not only does not speak of any kind of clos¬ 
ing up of existing holes, but specifies the creation of five openings in walls, 
i.e. in the ceiling, as I have pointed out above. If there would have been 
holes already in the roof, the SS would have used those instead of further 
weakening the roof - which was, after all, meant to protect from bombs - 
by adding more holes. 

The authors furthermore speak of the chemical proof:^^® 

“As at the other gassing installations in the camp, cyanide compounds can still 
be detected in the chamber’s walls, as forensic examinations by the Cracow 
Institute for Forensic Research demonstrate. ’’ 

They refer here to an article by Jan Markiewicz, Wojciech Gubala, and 
Jerzy Lab^dz.^^^ Of the seven brickwork samples taken in the alleged gas 
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Ibid., p. 98. 

Ibid., p. 97. 

F. Piper, op. cit. (note 36), p. 177, note 16: “When Crematorium I was converted into an 
air-raid shelter, the openings were bricked up.” 

D. Keren et al, op. cit. (note 331), p. 97. 
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chamber (numbers 16-22), three gave negative results (samples 18, 19, and 
21), the others showed a maximum content of 292 micrograms (0.292 mil¬ 
ligrams) of cyanides per kilogram of material.^^^ 

Leaving aside the strange decision by the Polish scientists to exclude 
Iron Blue (Prussian Blue) from the cyanide compounds to be detected by 
chemical analysis (which explains the extremely low values they found, as 
compared to the samples taken by Germar Rudolf and Fred Leuchter), an¬ 
other point on which the Polish chemists can be taken to task is that they 
did not indicate exactly where they took their samples. 

Fred Leuchter has done this. The plan of Crematorium 1 in appendix 111 
of his report^^^ shows the locations in the present morgue, from which he 
took his 7 samples. One of them, sample no. 28, contained 1.3 milligrams 
(1,300 micrograms) per kilogram of substance, a value of the same order of 
magnitude as the other samples, except for one of them.^"^° As opposed, 
however, to those samples which were taken in the space which originally 
belonged to the morgue, sample no. 28 - as has already been pointed out 
by Enrique Aynat^"^' - was taken by Leuchter from the wall separating the 
washing room from the laying-out room, which was not part of the original 
morgue and thus not part of the alleged gas chamber. 

Therefore, the presence of cyanides in sample no. 28 cannot be ex¬ 
plained by homicidal gassings, only either by normal disinfestations or by 
a limit of the detection method.But then, why should it not be possible 
to explain the other traces of cyanide in the morgue in the same innocuous 
way? 


6.3. Conclusion 

The four openings now on the roof of the morgue are not original, and the 
dark spots which appear on the photograph published by J.-C. Pressac were 
not traces of openings (as home out by the fact that the location of no for- 


Jan Markiewicz, Wojciech Gubala, Jerzy Lab^dz, “A Study of the Cyanide Compounds 
Content in the Walls of the Gas Chambers in the former Auschwitz and Birkenau Con¬ 
centration Camps,” Z Zagadnien Nauk Sqdowych (Problems of Forensic Sciences), vol. 
XXX, 1994, pp. 17-27. 

Ibid., Table III on p. 23. 

Fred A. Leuchter, An Engineering Report on the Alleged Execution Gas Chambers at 
Auschwitz, Birkenau and Majdanek, Poland, Samisdat Publishers, Toronto 1988; more 
recent: F.A. Leuchter et ah, op. cit. (note 181), pp. 59, 61. 

In order, the values are as follows: 1.9 - 1.3 - 1.4 - 1.3 - 7.9 - 1.1 mg/kg. 

E. Aynat, “Neither Trace nor Proof: The Seven Auschwitz 'Gassing' Sites According to 
Jean-Claude Pressac,” Journal of Historical Review 11(2) (1991), pp. 177-206, here p. 
182. 

See. G. Rudolf, op. cit. (note 181), pp. 243f 
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mer or current opening in the ceiling corresponds to that of any of these 
dark spots). 

Furthermore, sealing any openings in the roof of the crematorium 
would hardly have left dark spots of such clarity. To level the surface of an 
opening that has been filled with cement mortar, a simple wooden hoard 
larger than the hole itself is enough; hut if one had wanted to create such 
clear dark spots, it would have been necessary to painstakingly scratch out 
the cement on the surface of the hole filled with mortar. It would have 
amounted to a form of sabotage on the part of the bricklayer unit to leave 
such obvious traces of the alleged openings. No detainee would have 
risked that because on the inside, on the ceiling of the morgue, obvious 
traces of the closure of the holes would have remained apparent anyway. 

The detainees of the roofing detail would have had to perform a similar 
kind of sabotage by shaping the roofing felt to fit exactly the profile of the 
alleged quadrangular depressions in the cement. 

The explanation of the dark spots is much simpler: they were caused by 
compression of the roofing felt, which had become soft from sunlight, un¬ 
der the weight of a flat and heavy object, such as a cement vase or other 
decoration for the Soviet-Polish dance frolic. That explains why the fold in 
the roofing felt is so marked along the edges, instead of being slightly con¬ 
cave. 

The photograph published by Pressac demonstrates that, in the spring of 
1945, the Soviets and the Poles believed so strongly in the story of the 
homicidal gas chamber in Crematorium I that they thought nothing of or¬ 
ganizing a ball and dancing on its roof! 
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Chapter 7: 

Summary and Conclusion 


1) There is no proof that the alleged openings for the introduction of 
Zyklon B ever existed in the morgue of Crematorium I. 

2) There is no proof that the morgue was ever equipped with two gas-tight 
doors. 

3) In contradiction to any kind of logical planning, these alleged gas- 
chamher doors are said to have later been removed hy the SS, when the 
crematorium was converted to a gas-tight air-raid shelter, and replaced 
hy one normal door and one standard gas-tight door. 

4) The traces of cyanides present in the walls of the morgue do not prove 
that the room was used as a homicidal gas chamher. 

5) The number of openings made by the Poles after the war (four) is at 
variance with all available testimonies. This also goes for the figure 
adopted by the members of the Holocaust History Project (five). 

6) The Polish “reconstruction” of both the location of the openings and the 
structure and dimensions of the Zyklon B introduction shafts has no ba¬ 
sis in documents or in witness statements. In fact, there are no docu¬ 
ments, and no witness has furnished any detailed information on these. 

7) There is no proof that the four dark spots visible on the roof of Crema¬ 
torium I in the photograph published by Pressac are traces of former 
openings that were later sealed; on the contrary, the location of no for¬ 
mer hole in the morgue’s ceiling corresponds to the location of any of 
these dark spots. 

8) The remaining traces of former openings in the ceiling are circular and 
are no doubt connected to the transformation of the crematorium into an 
air-raid shelter. 

9) The openings created by the Poles make sense, geometrically speaking, 
only in the context of the present state of the room, but are totally 
asymmetric and irrational when seen in the context of its original state - 
which is further proof that they have nothing whatsoever to do with any 
alleged original openings. 

The story of homicidal gassings in the morgue of Crematorium I attracted 

no particular interest from the various underground resistance groups at 
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Auschwitz. They used it only once in their propaganda reports, and rather 
late at that. 

The testimonies on alleged gassings are meager and mutually contradic¬ 
tory. The most detailed ones, and thus those that can he checked most easi¬ 
ly, are notoriously and demonstrably false. In this category we find primar¬ 
ily the accounts hy Filip Muller and Pery Broad. Notoriously and demon¬ 
strably false is also the claim about the only alleged homicidal gassing for 
which we have verifiable data (date, number, nationality, origin, and serial 
numbers of the victims): the gassing of the so-called “Sonderkommando” 
of December 1942. 

The “reconstructions” by the orthodox historians are purely conjectural 
and fictitious. Having no documentary basis, they rely entirely on “ac¬ 
counts collected at the spur of the moment, adjusted to produce arbitrary 
truths,” according to the well-known practice, which Pressac ascribes to all 
previous historiography, but which applies to him as well. 

An examination of the archives of Neubauleitung (later Bauleitung and 
finally Zentralbauleitung, Central Construction Office) of Auschwitz al¬ 
lows us to retrace the history of the ventilation projects for the crematori¬ 
um elaborated by the Topf firm, and to establish with sufficient precision 
how the various temporary systems installed there were set up and how 
they worked. These projects and their realizations were carried out in line 
with the needs of a normal morgue and not a “homicidal gas chamber” as 
hypothesized without the least documentary evidence. 

Finally, an analysis of the alleged Zyklon B introduction openings in 
the roof of the morgue demonstrates that the openings installed by the 
Poles in the immediate post-war period are necessarily in keeping with the 
architectural structure at that time, which was different from the structure 
the crematorium had in 1942. For this reason, they cannot have any rela¬ 
tionship with the alleged original openings. In any case, there is no materi¬ 
al or documentary trace of the latter. 

The alleged use of the morgue of Crematorium I at Auschwitz as a gas 
chamber has therefore no historical foundation. It is not history but histori¬ 
cal propaganda, laboriously reworked over the decades. 
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Documents 


Appendix 



Document 1: Topfplan D 57999, “SS-Neubauleitung, K.L Auschwitz - Krematorium,” dated November 30, 1940. 
_ RGVA, 502-1-312, p. 135. _ 
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Document 4a: Section enlarqement of Document 4. 



























Document 5: “Conversion of the old crematorium. Air-raid shelter for SS infirmary with surgery room. ” Plan No. 4287, dated 

September21, 1944. RGVA, 502-2-147, p. 20. 
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Document 6: Cost estimate by Topf dated December 9, 1940, for “ventilation system 
_ for morgue cells and dissecting room. ” RG VA, 502-1-312, pp. 138-140. _ 
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Document 7: Cost estimate by Topf for “1 ventilation device for morgue and dissect¬ 
ing room, 1 ventilation device for furnace room,”dated February 3, 1941. RGVA, 502- 
_ 1-312, pp. 123-126. _ 




Carlo Mattogno, AracHiwrz.- Crematorium 1 


J. A. TOPF & SOHNE 
ERFURT 

W 


2• Biott des ICostencmdilcges vom 3»2.194T» 


tar Auschwitz. 


Gegenstand der Veranschtagung 


EntUlftunes-Anlage for Lelehenzellen 
und Sezler-Raum; 

1 GeblSse Nr. 450 zur Forderung von 
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Motorstander. 

Prels RJJ 
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AusblaM'Vorriditungan 
Zugvantfiriiunguwlagan 
Einnouarvngan von Dompi- 
keualn von industrldlen Feua> 
rungan bii zu den grASten 
Abcnaoungan unv. 
lfldustr(a>S<itomsM<nbau bis zu 
dan groStan Abmassungan 
Sd^miodeaisama Sdwmstaina 
i ndusli i^Ofanbou zurAbtoIlvar* 
nidttwr>g. Mutbarbrannung, 
Kabalva<v(a«tung.Varcradcung 
F»uarbostettungs>0nrkK> 
tungan mil tnodarnar aUk* 
tnsdw- Oder Gos-Bahaizurtg 

Abtsiiung DII 

Samdid'a Tronsport-Anlogan 
Madfarisdia BaVonlung und 
Entosd^ung 

Abtgilung D m 

liiFtwngitad>nitd)a Ardogan 
For industnalta Batriaba. Bada- 
onsialteA. CosbtdHen usw. 
Absougaonlogan Fur Stoub. 
SpAna u*w. 

I^limoonlogan 

Vanfitolorenbou 

Abtellung Em 

Pnaumoii s tha Forderonlogen 
Ibr Koh'a. Asdia.O<anHkolian. 
Gatreide und oila luftf&rdar- 
‘fiKigan SdiuttgOtar 

Abtellung C 

Elsankonitruktienan und 6a- 
holterbou 


Aojahre 


POSTFACM UX’s 
PAetir UNO vei uTALTUNC 
DtEYSEStKASSE T.'q 
□ eAHl.WOii 
rOPFWEICE E<Fl r 


Kosten-Anschlag 


B/£ ohu . 


41/191 


--*•=: rujir^rr •3^ 

an I .riief ier leutnchen 
Iiauj-tiT-t ILdushult uml Bautoa, 
SS-..2'ji\ I'M.Aasch'.’iti:-: 


Knt lii 1 tun>;s -^QX.Si,p:c... 


,11.. Ccnu./w^ 


Die Spezigifabrik fuf feuerungstechnixhe Anloyon TOPF 
hot Zehntausende von TOPF*F«uerungen geliefert. 
Hervorrogende sed^zigjahriga Spezialerfohruogen. 

Eigene Versudiutotion u*id feueningstediniKiies LoboratorlLm 
Untersudiung von BrennjtoFen. Asche Speisewosser, 
Eioene Lehrhetzer. 


Document 8: Cost estimate by Topf for “ventilation device” (of Crematorium I), dated 
February 24, 1941. RGVA, 502-1-327, pp. 195-197. 
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J. A. TOPF & SOHNE * • Blow d®* Koster-onsdiloges vom Z . . ' 

ERFURT 

- ' 


fdr u s c h ,7 it:: 


Ud. 

Nr. 

Aniohl 

Cegenstond der Veranschlogung 



X • 

1 

Getlase Kr. 55o 

zur Forderung von stundlich SGco ctiin 
Abluft gegen eine Gesamtpressur.g 
von sue bs^ sins^r U^Eidi'QiVimgszaiii 

des Schaufelrades van Too/min. ur.d 
einem Krafttedarf an ler Selle ge- 
messen von 2,6 PS. 

i 

! 

1 


( 

(. 


Das Geblase besteht aus einem schmie- 
deeisernen Gehause, einem Schaufel- * 
rad, welches fliegenl anf ilotorwellen 
stumpf aufgebaut wird, und ein«ci 
Motorstander. 

210 — . 



1 

i;reh!5trom-riotor 





fdr 220/380 Volt, 3o dz. In veil- 
koirj.en geschlossener Aasfdhrung, 
m&ntelgekdhlt fur elr.e leistung von 

3 PS bei n = 7oo/min, r.it* frei-en 
VJellehende .unci Doppelr.uti-r.ker. RIC 

i 

1 



1 

Mctorschutzschaltor 

! 




in gussgekapselter Aa.'sfiihrang nit 
eingebauter therTiischer I’lerstron.- 
AusIcsung. RL 




1 

Sterndreieckscualt er, 





£asssekaps6lt, ohr.e GicLcrun^-. Gli 

■t t ^_ 



1 

schmiedeeisernes Konsol. uer-restellt 
aas kraftl^eii i'rofileissn mr die 
erhBlite Aufstellur.;; les Aclurt- 
getlaises. Rli 

i 

j 



1 

Abluft -Rohrleitun^^* 

350“l6o air. Durc-ime.sser, ein.scl lless- 
lich der Rohrabzweige, ter perforler- 
ten Luftansaugerohre, 2 Sitter rr.it 
Jalousieklappen-Verschluss fur den 
SezierrauiL, einschltesslich Xit- 
lleferung der erforderlichen Rchr- 
vertindungen und Rohraufh'ingungen.RIi 

llSf, 



1 

Druckstutzen 





zur Verbindung der Ausbla.seC/f fnur.g 
de.s Geblases nit den vorhandenen ge- 
rr.auerten Schornstein. 

'3^;._ 




HA 


n 0 ^ 

J. ^ • J — •' ~ 

«8. 1. 40. 

MU. Cr. 





Document 8 continued. 
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'trationslo.?er Auschv/it 
clitischs Abueilun* 


3etr,; Zatlliftuaj iz: Ilrsr 
iezfc.: Oime. 

- T7 1 g ~ Vg ills . 


immonsiagfr flufAmiH 

Otrntfltoaf 


11 JUNllS^I 


iTuni 19''1. 

' / 


ftoD3<ntrat‘sn9lcgcr Rufdiioih 

fioTaasnaontut / 


uber Eoix^da^t^, - /J4 / / p 

A u s c h VT 1 t z ■ y|^J_l 

Es ist unbedla^t not'Tandigjdass ia I/elchearaun des ICreaiato- 
riums eine besondere EntlUfzun^ an^^ebrach-t ./ird. 

Die bisherige Entliiftuag ist durch den Einbau des zweiten 
Ofeas wertlos gSMorden.^enn der zweite Ofen benutzt wird - 
und dieses ist Jetzt fast taglich der nuss die Ent- 

luftongsklappe sun Leicbenraun gescnlossen warden,weil sonst 
die v/arne Lnft d'arch den Piichs in den Lsichenrain eindringt 
und iLierdurch geaau das Gegentsil einer Entluftung bowirkt. 
Der HriHgel der Entluftung und der Duftzufuhr nacht sicb. 
besondcrs bei der ^etzigsn ’.7arnen t-itterimg benerkbar.Der 
Aufenthalt in Leicnenre.'on - ivenn dieser auch inner nur fiir 

kurze 2cit srforderiich ist - ist kaun no^rlich. 

/ 

Durcn eine gsregelte Ventilation wird sicherlicn eine Verbss- 
serung der IVLft nbglich sein and such die Jeuchtigkeit des 
Prunes' behoben werden. Auch .vird dsr Aufenzhcilt der Fliegeii 

—"*D“—ensnr—un un^ercunci — ,oen.''.au_ sin _^ndsstnass be— 

scnrankt. Die Absciinffung dieser ypln gel lietrt in Xnteresse 
dor AiigensinheitjZ'znal dadurcli aucii eine I-lra.il:i:eitsubertra- 
gung durcii die Fliegsn unterbujideii vd.rd. 

Es v/ird deskalb g9bsten,in dOT Leichenra'nn sv;ei Vcntilstoren 
anzubringen,u.id S’.var je einen zur 3e- luid Entiiift'ang. 

?lir die Entlvlftung nuss ein besoncerer Fuons sun Danin 
gebaut v/srie;-.. 

Es iTird gecoteujdie Arbeizen ncglichs*: sofort in Angriff 
zu nshnen. (j 


r/TD^.'iu.nc; iT , 




/[LtST der Folitinchu.-i Abt 




Document 9: Letter from SS-Untersturmfuhrer Maximilian Grabner to SS- 
Neubauleitung, dated June 7, 1941. RGVA, 502-1-312, p. 111. 
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Document 10: Author’s schematic drawing of first, makeshift ventila¬ 
tion installation for morgue of Crematorium I at Auschwitz, horizontal 
section, drawn onto Topf drawing D 57999, dated November 30, 
_ 1940, with English labels added. _ 
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Document 11: Schematic diagram of first, makeshift ventiiation in- 
staiiation for morgue of Crematorium i at Auschwitz. Verticai sec- 
_ tion. © Carlo Mattogno _ 




Carlo Mattogno, Auschwitz: Crematorium I 


^7-NeubauIeitung K. L. Auschwitz 
HaflUngs-Schlosserei 
0 c sp 1S41 


Eingang am . 


A.::..-;. 

Drir.al.-Grad 


Arbeitskarte 






Kolonne,,— 

Gegensland . ^ A'&v>Ve - 

_ J*C^ n_ 


Antragsreller-Kfic .rrv _ 

Angelongen XS^ _l__Beendet_ ‘‘A 



Schweisser 


















Carlo Mattogno, AracHiwrz.- Crematorium I 


127 













Carlo Mattogno, Auschwitz: Crematorium I 


^^-Neubauleitung K. L. Auschwitz 
Hditlings-Schlosserei 

Eingong am-^7*. OKT '* 
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Au^hwitvs 0/3|den' 26*Autf,usb 

\A^<leia .j ' „ 

j^^-StandorUaltestrn als jdrfcl,' ^ 
^dftcchutjzleiter /, // i 

't c h w I b z' 0/S //y /\ 


)ej| Iiiftschutzl^ite: 


Botrifft: Ausbau des alten Kreraato-y- 
riums fur LuTbnchutzzvveo^^e 

Anlagea: 1 Plsin. 


In der Anlacc uborrciche ich einen Pl^»n Ubf'r derT AusJ 
alten Kreraatoriumr. fur Luftscliuty.zwec'ce mlt der BiCte ur/ 
Diigung dieoec Auab^nues. 


Abbruch der citen Ksrnmerofen und reinlp-en der dobei infill' 
don Ziegel zv.'ocJ-'s Wicdervenvondung;, 

''^^ Auffullen der HeizccbachteVtmd - HeizlcanHle mit dem betm Ab- 
bruch der Katmnerofen anfallendera 3chufct uad Altmafcerial, 
Durchbruch der Fenster-xind Tdroffnuiigen, 

Einaetzon der Gaanchutzturen,Fens‘ierbleQde/i und l'’enK-i;er, 
Ileratellung dei* fur die Beheizung:?dfeti,sowie fur die Knt-iT; 
Beiuftiuig erfuixlerlicJien ^ypuerdurchbriiclie und f.lchlauche, 
Wao.?crinatnllritionn“Und Kanoliaations frbexten, 

Verlcgen der vorhandojien Liclitleibuiigen cnbsprecjjend der 
Kaurncijitcilunf', 

Aurrbesaerunp der FuBbdden uirl Teilvorleguiin eir-ea HoiJzfu'..- 
bodenr., 

Aucbesccrunp: der. Dachos und Ar.strich deroe.iben mi.t Gudror.. 


^^.Materialbedrrf: 

500 kg Zen^nl, 

hoo kg Ziegel, 

2o kg Ruji.deieen, 

50 n Eifienbajin.rchicnen, 

24 at Kanbljolzer I0/15 cm,4,Bo m long, 

I0 ot Kaniljoizer 1o/1‘> cm,3i9o ^ 

1o2 BreCter 25 I'lm rbark, 

13 St Fen.'=t;er einfIfigelig 60 X 80 cm, 

2 St Tiiren einflugelig 70 X 2oo cm. 

16 St Fenoterblcnden gas-und spl.ltternicher, 

7 Sfc Turen gas-\md rplitterricher. 

Der Luftfrclml.z] eiter 


0 8 -Ob e rf. r ur:^fu 111’C r 


Document 14: Letter from SS-Obersturmfuhrer Josten “to the SS garrison eldest as 
local head of air-raid protection,” dated August 26, 1944. RGVA, 502-1-401, p. 34. 
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Document 15: Drawing of the morgue of Crematorium I with rooms to the left (origi¬ 
nal state). A,B,C,D: position of current openings in the roof 1, 2, 3, 4: position of orig¬ 
inal circular openings, today closed. T: original door to the furnace room; T1: position 
of current opening to the furnace room; T2: Current access door from the outside; S: 

Current vestibule, included when converted into an air raid shelter. © Carlo Mattogno 



Document 16: Drawing of the morgue with rooms to the left after conversion to air 
raid shelter. A,B,C,D: position of current openings in the roof 1, 2, 3, 4: position of 
original circular openings, today closed. T: original door to the furnace room. T1: cur¬ 
rent opening (both were closed during the use of this facility as an air raid shelter). 
_ SI, S2: position of air raid shelter’s ventilation shafts. © Carlo Mattogno _ 


T 



Document 17: Drawing of the morgue with room to the left, current situation. 

A,B,C,D: position of current openings in the roof. 1, 2, 3, 4: position of original circular 
openings, today closed. T: position of original door to the furnace room. T1: current 
_ opening. SI, S2: position of ventilation shafts. © Carlo Mattogno _ 
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Document 18: The roof of Crematorium I, photo taken by Stanisfaw Luczko (proba¬ 
bly in May 1945).^^"* 1,2,3,4: dark spots on the roof felt. The added line links the left- 


Document 19: Photo of opening no. 1 in the roof of the vestibule, part of the former 
_ morgue. © Carlo Mattogno _ 





132 


Carlo Mattogno, Auschwitz: Crematorium I 



Document 20: Photo of opening no. 2 in the roof of the morgue. © Carlo Mattogno 



Document 21: Photo of opening no. 3 in the roof of the morgue. © Carlo Mattogno 








Document 23: Photo of the roof of the morgue. All four shafts constructed by the 
_ Poles after the war. © Carlo Mattogno _ 
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Document 26: Auschwitz, old crematorium seen from north-west. 

©Fredrick Tdben 1997 



Document 27: Auschwitz, old crematorium, close-up. © Carlo Mattogno 1991 









136 


Carlo Mattogno, Auschwitz: Crematorium I 



Document 29: Auschwitz, old crematorium, second cremation furnace (reconstruct¬ 
ed by the Poles) and current access opening to the former morgue (equally created 
by the Poles). ©Fredrick Toben 1997 
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Document 30: Auschwitz, old crematorium, gas-tight 
door of the air-raid shelter (rear entry); at the right: 
wooden door of the vestibule. ©Fredrick Toben 1997 


Document 31: Auschwitz, old crematorium, probably the gas-tight door temporarily 
separating the air-raid shelter from the former furnace room, in 1991 stored in the 
_ furnace room. ©Carlo Mattogno 1991 _ 
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Document 32: Gas-tight wooden door found in the vi- Document 33: Gas-tight wooden door found in 1945 
cinity of Crematorium V at Birkenau. Poiish photo of in the vicinity of Crematorium V at Birkenau and pre- 
Aprii-May 1945. APMO, microfiim no. 12683. served at the oid crematorium at Auschwitz. (See 

Document 32). © Carlo Mattogno 1992 





Document 35: Auschwitz, old crematorium, toilet drains of former air-raid shelter, 
now located in what is claimed to have been a “gas chamber. ” © Fredrick Toben 1997 
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Abbreviations 

AGK Archiwum Glownej Komisji Badania Zbrodni Przeciwko 

Narodowi Polskiemu Instytutu Pamieci Narodowej (Archive of 
the Central Commission of Inquiry into the Crimes against the 
Polish People - National Memorial), Warsaw 

APMM Archiwum Pahstwowego Muzeum na Majdanku (Archive of State 
Museum at Majdanek) 

APMO Archiwum Pahstwowego Muzeum Oswiqcim-Brzezinka (Archive 
of the State Museum at Auschwitz-Birkenau) 

BAK Bundesarchiv Kohlenz 

GARF Gosudarstvenni Archiv Rossiskoi Federatsii (State Archive of the 
Russian Federation), Moscow 

PRO Public Record Office, Kew, Richmond, Surrey, Great Britain 

RGVA Rossiiskii Gosudarstvennii Vojennii Archiv (Russian State War 
Archive), Moscow 

ZStL Zentrale Stelle der Landesjustizverwaltungen, Ludwigsburg 
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T his ambitious, growing series addresses various aspects of the “Holocaust” of the 
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the tomes of this series approach its topic with profound academic scrutiny and a critical 
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SECTION ONE: 

General Overviews of the Holocaust 


The First Holocaust. The Surprising Oripin of 

the Six-Millinn Fi / riirp. By Don Heddesheimer. 
This compact but substantive study documents 
propaganda spread prior to, 
during and after the FIRST 
World War that claimed 
East European Jewry was 
on the brink of annihilation. 
The magic number of suf¬ 
fering and dying Jews was 
6 million back then as well. 
The book details how these 
Jewish fundraising opera¬ 
tions in America raised vast 
sums in the name of feeding 
suffering Polish and Russian Jews but actu¬ 
ally funneled much of the money to Zionist and 
Communist groups. 5th ed., 198 pages, b&w il¬ 
lustrations, bibliography, index. (#6) 
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holocaust 


Lectures on the Holocaust. Controversial Issues 

Cross Examiner] , By Germar Rudolf. This book 
first explains why “the Holocaust” is an impor¬ 
tant topic, and that it is well to keep an open 
mind about it. It then tells how many main¬ 
stream scholars expressed 
doubts and subsequently fell 
from grace. Next, the physi¬ 
cal traces and documents 
about the various claimed 
crime scenes and murder 
weapons are discussed. Af¬ 
ter that, the reliability of 
witness testimony is exam¬ 
ined. Finally, the author 
lobbies for a free exchange 
of ideas about this topic. This book gives the 
most-comprehensive and up-to-date overview 
of the critical research into the Holocaust. With 
its dialog style, it is pleasant to read, and it can 
even be used as an encyclopedic compendium. 
3rd ed., 596 pages, b&w illustrations, bibliogra¬ 
phy, index.(#15) 


Breaking- the Spell. The Holocaust. Mvtb & 

Reality. By Nicholas Kollerstrom. In 1941, 
British Intelligence analysts cracked the Ger¬ 
man “Enigma” code. Hence, in 1942 and 1943, 
encrypted radio communications between Ger¬ 
man concentration camps and the Berlin head¬ 
quarters were decrypted. The intercepted data 



Pictured above are all of the scientific studies that comprise the 
series Holocaust Handbooks published thus far or are about to 
be released. More volumes and new editions are constantly in 
the works. Check www.HolocaustHandbooks.com for updates. 


refutes the orthodox “Holocaust” narrative. 
It reveals that the Germans were desperate 
to reduce the death rate in their labor camps, 
which was caused by cata¬ 
strophic typhus epidemics. 

Dr. Kollerstrom, a science 
historian, has taken these 
intercepts and a wide array 
of mostly unchallenged cor¬ 
roborating evidence to show 
that “witness statements” 
supporting the human gas 
chamber narrative clearly 
clash with the available 
scientific data. Kollerstrom 
concludes that the history of the Nazi “Holo¬ 
caust” has been written by the victors with ul¬ 
terior motives. It is distorted, exaggerated and 
largely wrong. With a foreword by Prof. Dr. 
James Fetzer. 4th ed., 261 pages, b&w ill., bibl., 
index. (#31) 



Debating the Holocaust. A New Look at Both 

Sides. By Thomas Dalton. Mainstream histo¬ 
rians insist that there cannot be, may not be 
a debate about the Holocaust. But ignoring it 
does not make this controversy go away. Tradi¬ 
tional scholars admit that there was neither a 
budget, a plan, nor an order for the Holocaust; 
that the key camps have all but vanished, and 
so have any human remains; I 
that material and unequivo¬ 
cal documentary evidence is 
absent; and that there are se¬ 
rious problems with survivor 
testimonies. Dalton juxtapos¬ 
es the traditional Holocaust 
narrative with revisionist 
challenges and then analyzes 
the mainstream’s responses 
to them. He reveals the weak- 
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nesses of both sides, while declaring 
revisionism the winner of the current 
state of the debate. 2nd ed., 332 pages, 
b&w illustrations, bibliography, index. 
(#32) 

The Hoax of the Twentieth Century. 

The Case apainst the Presumed Ex¬ 

termination of European Jewry. By 

Arthur R. Butz. The first writer to 
analyze the entire Holocaust complex 
in a precise scientific manner. This 
book exhibits the overwhelming force 
of arguments accumulated by the mid- 
1970s. Butz’s two main arguments 
are: 1. All major entities hostile to 
Germany must have known what was 
happening to the Jews under German 
authority. They acted during the war 
as if no mass slaughter was occurring. 
2. All the evidence adduced to proof 
any mass slaughter has a dual inter¬ 
pretation, while only the innocuous 
one can be proven to be correct. This 
book continues to be a major histori¬ 
cal reference work, frequently cited by 
prominent personalities. This edition 
has numerous supplements with new 
information gathered over the last 35 
years. 4th ed., 524 pages, b&w illus¬ 
trations, bibliography, index. (#7) 

Diasectinf' the Holocaust. The Grow¬ 

ing Critique of “Truth’ and ‘Memory.’ 

Edited by Germar Rudolf. Dissecting 
the Holocaust applies state-of-the-art 
scientific technique and classic meth¬ 
ods of detection to investigate the al¬ 
leged murder of millions of Jews by 
Germans during World War II. In 
22 contributions—each of some 30 
pages—the 17 authors dissect gener¬ 
ally accepted paradigms of the “Holo¬ 
caust.” It reads as exciting as a crime 
novel: so many lies, forgeries and de¬ 
ceptions by politicians, historians and 
scientists are proven. This is the intel¬ 
lectual adventure of the 21st century. 
Be part of it! 2nd ed. 620 pages, b&w 
illustrations, bibliography, index. (#1) 

The Diaaolution of Eastern European 

Jewry. By Walter N. Banning. Six Mil¬ 
lion Jews died in the Holocaust. Ban¬ 
ning did not take that number at face 
value, but thoroughly explored Euro¬ 
pean population developments and 
shifts mainly caused by emigration as 
well as deportations and evacuations 
conducted by both Nazis and the So¬ 
viets, among other things. The book 
is based mainly on Jewish, Zionist 
and mainstream sources. It concludes 
that a sizeable share of the Jews found 
missing during local censuses after 
the Second World War, which were 
so far counted as “Holocaust victims,” 
had either emigrated (mainly to Israel 
or the U.S.) or had been deported by 
Stalin to Siberian labor camps. 2nd 


ed., foreword by A.R. Butz, epilogue by 
Germar Rudolf containing important 
updates; 224 pages, b&w illustrations, 
bibliography (#29). 

Air Photo Evidence: World War Two 

Photos of Alleged Mass Murder Sites 

Analyzed. By Germar Rudolf (editor). 
During World War Two both German 
and Allied reconnaissance aircraft 
took countless air photos of places of 
tactical and strategic interest in Eu¬ 
rope. These photos are prime evidence 
for the investigation of the Holocaust. 
Air photos of locations like Auschwitz, 
Majdanek, Treblinka, Babi Yar etc. 
permit an insight into what did or did 
not happen there. The author has un¬ 
earthed many pertinent photos and 
has thoroughly analyzed them. This 
book is full of air photo reproductions 
and schematic drawings explaining 
them. According to the author, these 
images refute many of the atrocity 
claims made by witnesses in connec¬ 
tion with events in the German sphere 
of influence. 5th edition; with a contri¬ 
bution by Carlo Mattogno. 168 pages, 
8.5”xH”, b&w illustrations, biblio¬ 
graphy, index (#27). 

The Leuchter Reports: Critical Edi¬ 

tion . By Fred Leuchter, Robert Fauris- 
son and Germar Rudolf Between 1988 
and 1991, U.S. expert on execution 
technologies Fred Leuchter wrote four 
detailed reports addressing whether 
the Third Reich operated homicidal 
gas chambers. The first report on 
Auschwitz and Majdanek became 
world famous. Based on chemical 
analyses and various technical argu¬ 
ments, Leuchter concluded that the 
locations investigated “could not have 
then been, or now be, utilized or seri¬ 
ously considered to function as execu¬ 
tion gas chambers.” The second report 
deals with gas-chamber claims for 
the camps Dachau, Mauthausen and 
Hartheim, while the third reviews de¬ 
sign criteria and operation procedures 
of execution gas chambers in the U.S. 
The fourth report reviews Pressac’s 
1989 tome Auschwitz. 4th ed., 252 
pages, b&w illustrations. (#16) 

The Giant with Feet of Clav: Raul Hil- 

herg and His Standard Work on the 

“Holocaust." By Jurgen Graf. Raul Hil- 
berg’s major work The Destruction of 
European Jewry is an orthodox stan¬ 
dard work on the Holocaust. But what 
evidence does Hilberg provide to back 
his thesis that there was a German 
plan to exterminate Jews, carried out 
mainly in gas chambers? Jurgen Graf 
applies the methods of critical analy¬ 
sis to Hilberg’s evidence and examines 
the results in light of modern histori¬ 
ography. The results of Grafs critical 
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analysis are devastating for Hilberg. 
2nd, corrected edition, 139 pages, b&w 
illustrations, bibliography, index. (#3) 

Jewish Kmigration from the Third 

Reich. By Ingrid Weckert. Current 
historical writings about the Third 
Reich claim state it was difficult for 
Jews to flee from Nazi persecution. 
The truth is that Jewish emigration 
was welcomed by the German authori¬ 
ties. Emigration was not some kind of 
wild flight, but rather a lawfully de¬ 
termined and regulated matter. Weck- 
ert’s booklet elucidates the emigration 
process in law and policy. She shows 
that German and Jewish authorities 
worked closely together. Jews inter¬ 
ested in emigrating received detailed 
advice and offers of help from both 
sides. 2nd ed., 130 pages, index. (#12) 

Inside the Gas Chambers: The Exter¬ 

mination of Mainstream Holocaust 
Historiography. By Carlo Mattogno. 
Neither increased media propaganda 
or political pressure nor judicial perse¬ 
cution can stifle revisionism. Hence, in 
early 2011, the Holocaust Orthodoxy 
published a 400 pp. book (in German) 
claiming to refute “revisionist propa¬ 
ganda,” trying again to prove “once 
and for all” that there were homicidal 
gas chambers at the camps of Dachau, 
Natzweiler, Sachsenhausen, Mau¬ 
thausen, Ravensbriick, Neuengamme, 
Stutthof... you name them. Mattogno 
shows with his detailed analysis of 
this work of propaganda that main¬ 
stream Holocaust hagiography is beat¬ 
ing around the bush rather than ad¬ 
dressing revisionist research results. 
He exposes their myths, distortions 
and lies. 2nd ed., 280 pages, b&w il¬ 
lustrations, bibliography, index. (#25) 

SECTION TWO: 

Specific non-Auschwitz Studies 

Trehlinka: Extermination Camp or 

Transit Camp? By Carlo Mattogno and 
Jurgen Graf. It is alleged that at Treb¬ 
linka in East Poland between 700,000 
and 3,000,000 persons were murdered 
in 1942 and 1943. The weapons used 
were said to have been stationary and/ 
or mobile gas chambers, fast-acting or 
slow-acting poison gas, unslaked lime, 
superheated steam, electricity, diesel 
exhaust fumes etc. Holocaust histori¬ 
ans alleged that bodies were piled as 
high as multi-storied buildings and 
burned without a trace, using little 
or no fuel at all. Graf and Mattogno 
have now analyzed the origins, logic 
and technical feasibility of the official 
version of Treblinka. On the basis of 
numerous documents they reveal Tre- 
blinka’s true identity as a mere transit 



camp. 2nd ed., 372 pages, b&w illus¬ 
trations, bibliography, index. (#8) 
Belzec in Propaganda. Testimonies. 

Archeological Research and History. 

By Carlo Mattogno. Witnesses re¬ 
port that between 600,000 and 3 mil¬ 
lion Jews were murdered in the Bel¬ 
zec camp, located in Poland. Various 
murder weapons are claimed to have 
been used: diesel gas; unslaked lime 
in trains; high voltage; vacuum cham¬ 
bers; etc. The corpses were incinerated 
on huge pyres without leaving a trace. 
For those who know the stories about 
Treblinka this sounds familiar. Thus 
the author has restricted this study to 
the aspects which are new compared 
to Treblinka. In contrast to Treblin¬ 
ka, forensic drillings and excavations 
were performed at Belzec, the results 
of which are critically reviewed. 142 
pages, b&w illustrations, bibliography, 
index. (#9) 

Sobibor: Holocaust Propaganda and 

Reality. By Jurgen Graf, Thomas Kues 
and Carlo Mattogno. Between 25,000 
and 2 million Jews are said to have 
been killed in gas chambers in the 
Sobibor camp in Poland. The corpses 
were allegedly buried in mass graves 
and later incinerated on pyres. This 
book investigates these claims and 
shows that they are based on the se¬ 
lective use of contradictory eyewitness 
testimony. Archeological surveys of 
the camp in 2000-2001 are analyzed, 
with fatal results for the extermina¬ 
tion camp hypothesis. The book also 
documents the general National So¬ 
cialist policy toward Jews, which 
never included a genocidal “final so¬ 
lution.” 442 pages, b&w illustrations, 
bibliography, index. (#19) 

The “Extermination Camps” of “Ak- 

tion Reinhardt”. By Jurgen Graf, 
Thomas Kues and Carlo Mattogno. In 
late 2011, several members of the ex- 
terminationist Holocaust Controver¬ 
sies blog posted a study online which 
claims to refute three of our authors’ 
monographs on the camps Belzec, 
Sobibor and Treblinka (see previ¬ 
ous three entries). This tome is their 
point-by-point response, which makes 
“mincemeat” out of the bloggers’ at¬ 
tempt at refutation. Caution: 

The two volumes of this work are 
an intellectual overkill for most 
people. They are recommended 
only for collectors, connoisseurs 
and professionals. These two 
books require familiarity with 
the above-mentioned books, of 
which they are a comprehensive 
update and expansion. 2nd ed., 
two volumes, total of 1396 pages, 
illustrations, bibliography. (#28) 





































































HOLOCAUST HANDBOOKS 


uT^at www.HolocaustHandbooks.com 


Chftlmnn: A Camp in History & Propa¬ 

ganda. By Carlo Mattogno. At Chelm- 
no, huge masses of Jewish prisoners 
are said to have been rounded up and 
mercilessly gassed in “gas vans” or 
shot (claims vary from 10,000 to 1.3 
million victims). Mattogno has exam¬ 
ined reams of wartime documents and 
conducted on-site investigations at 
the Chelmno camp site and the neigh¬ 
boring countryside. The results chal¬ 
lenge the conventional wisdom about 
Chelmno. Mattogno covers the subject 
from every angle, undermining the 
orthodox claims about the camp with 
an overwhelmingly effective body of 
evidence. Eyewitness statements, gas 
wagons as extermination weapons, 
forensics reports, coroners’ reports, 
archaeological excavations, the cre¬ 
matoria, building plans, official U.S. 
reports, German documents, evacua¬ 
tion efforts—all come under Mattog- 
no’s scrutiny. Here are the uncensored 
facts about Chelmno, not the propa¬ 
ganda. 2nd ed., 188 pages, indexed, 
illustrated, bibliography. (#23) 

The Gas Vans; A Critical Investiga¬ 

tion. (A perfect companion to the 
Chelmno book.) By Santiago Alvarez 
and Pierre Marais. It is alleged that 
the Nazis used mobile gas chambers 
to exterminate 700,000 people. Up 
until 2011, no thorough monograph 
had appeared on the topic. Santiago 
Alvarez has remedied the situation. 
Are witness statements reliable? Are 
documents genuine? Where are the 
murder weapons? Could they have 
operated as claimed? Where are the 
corpses? In order to get to the truth of 
the matter, Alvarez has scrutinized all 
known wartime documents and pho¬ 
tos about this topic; he has analyzed 
a huge amount of witness statements 
as published in the literature and as 
presented in more than 30 trials held 
over the decades in Germany, Poland 
and Israel; and he has examined the 
claims made in the pertinent main¬ 
stream literature. The result of his 
research is mind-boggling. Note: This 
book and Mattogno’s book on Chelmno 
were edited in parallel to make sure 
they are consistent and not repetitive. 
398 pages, b&w illustrations, bibliog¬ 
raphy, index. (#26) 

The Einsatz^rruppen in the Occupied 

Eastern Territories: Genesis. Respon¬ 

sibilities and Activities. By C. Mattog¬ 
no. Before invading the Soviet Union, 
the German authorities set up special 
units meant to secure the area behind 
the German front. Orthodox histo¬ 
rians claim that these unites called 
Einsatzgruppen primarily engaged 
in rounding up and mass-murdering 


Jews. This study tries to shed a criti¬ 
cal light into this topic by reviewing all 
the pertinent sources as well as mati- 
eral traces. Ca. 850 pp., b&w illustra¬ 
tions, bibliography, index. (Scheduled 
for late 2018; #39) 

Concentration Camp Maidanek. A 

Historical and Technical Study. By 

Carlo Mattogno and Jurgen Graf. At 
war’s end, the Soviets claimed that up 
to two million Jews were murdered 
at the Majdanek Camp in seven gas 
chambers. Over the decades, how¬ 
ever, the Majdanek Museum reduced 
the death toll three times to currently 
78,000, and admitted that there were 
“only” two gas chambers. By exhaus¬ 
tively researching primary sources, 
the authors expertly dissect and repu¬ 
diate the myth of homicidal gas cham¬ 
bers at that camp. They also criti¬ 
cally investigated the legend of mass 
executions of Jews in tank trenches 
and prove them groundless. Again 
they have produced a standard work 
of methodical investigation which au¬ 
thentic historiography cannot ignore. 
3rd ed., 358 pages, b&w illustrations, 
bibliography, index. (#5) 

Concentration Camp Stuttbof and Its 

Function in National Socialist Jewish 

Policy. By Carlo Mattogno and Jurgen 
Graf. Orthodox historians claim that 
the Stutthof Camp served as a “make¬ 
shift” extermination camp in 1944. 
Based mainly on archival resources, 
this study thoroughly debunks this 
view and shows that Stutthof was in 
fact a center for the organization of 
German forced labor toward the end of 
World War II. 4th ed., 170 pages, b&w 
illustrations, bibliography, index. (#4) 

SECTION THREE: 

Auschwitz Studies 

The Making of the Auschwitz Myth: 

Auschwitz in British Intercepts. Pol¬ 

ish Underground Reports and Post¬ 
war Testimonies (1941-1947). By 

Carlo Mattogno. Using messages sent 
by the Polish underground to Lon¬ 
don, SS radio messages send to and 
from Auschwitz that were intercepted 
and decrypted by the British, and a 
plethora of witness statements made 
during the war and in the immediate 
postwar period, the author shows how 
exactly the myth of mass murder in 
Auschwitz gas chambers was created, 
and how it was turned subsequently 
into “history” by intellectually corrupt 
scholars who cherry-picked claims 
that fit into their agenda and ignored 
or actively covered up literally thou¬ 
sands of lies of “witnesses” to make 
their narrative look credible. Ca. 300 
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pp., b&w illustrations, bibliography, 
index. (Scheduled for mid-2018; #41) 

T!he jReaJ Case of Auschwitz: Robert 

van Pelt’s Evidence from the Trying 

Trial Critically Reviewed. By Carlo 
Mattogno. Prof. Robert van Pelt is 
considered one of the best mainstream 
experts on Auschwitz. He became fa¬ 
mous when appearing as an expert 
during the London libel trial of Da¬ 
vid Irving against Deborah Lipstadt. 
From it resulted a book titled The 
Case for Auschwitz, in which van Pelt 
laid out his case for the existence of 
homicidal gas chambers at that camp. 
This book is a scholarly response to 
Prof, van Pelt—and Jean-Claude 
Pressac, upon whose books van Pelt’s 
study is largely based. Mattogno lists 
all the evidence van Pelt adduces, and 
shows one by one that van Pelt mis¬ 
represented and misinterpreted each 
single one of them. This is a book of 
prime political and scholarly impor¬ 
tance to those looking for the truth 
about Auschwitz. 2nd ed., 758 pages, 
b&w illustrations, glossary, bibliogra¬ 
phy, index. (#22) 

Auschwitz: Plain Facts: A Response 

to Jean-Claude Pressac. Edited by 
Germar Rudolf, with contributions 
by Serge Thion, Robert Faurisson 
and Carlo Mattogno. French phar¬ 
macist Jean-Claude Pressac tried to 
refute revisionist findings with the 
“technical” method. For this he was 
praised by the mainstream, and they 
proclaimed victory over the “revision¬ 
ists.” In his book, Pressac’s works and 
claims are shown to be unscientific 
in nature, as he never substantiate 
what he claims, and historically false, 
because he systematically misrepre¬ 
sents, misinterprets and misunder¬ 
stands German wartime documents. 
2nd ed., 226 pages, b&w illustrations, 
glossary bibliography, index. (#14) 

The Chemistry of Auschwitz: The 

Technology and Toxicology of Zvklon 

B and the Gas Chambers — A Crime 

Scene Investigation. By Germar Ru¬ 
dolf. While respecting the victims, 
whether of foul play or of circum¬ 
stance, this study nonetheless tries to 
conduct Auschwitz research on the ba¬ 
sis of the forensic sciences, where ma¬ 
terial traces of the crime and their in¬ 
terpretation reign supreme. Although 
it is generally agreed that no autopsy 
of any victim has ever been performed, 
most of the claimed crime scenes - the 
chemical slaughterhouses called gas 
chambers - are still accessible to fo¬ 
rensic examination to a greater or 
lesser degree. This book addresses 
questions such as; How did these gas 
chambers of Auschwitz look like? How 


did they operate? What were they used 
for? In addition, the infamous Zyklon 
B can also be examined. What exactly 
hides behind this ominous name? How 
does it kill? And what effect has it on 
masonry? Does it leave traces that can 
be found still today? By thoroughly 
examining these issues, the horror of 
Auschwitz is meticulously dissected, 
and thus, for the first time, it really 
becomes comprehensible. 3rd ed., 442 
pages, more than 120 color and almost 
100 b&w illustrations, bibliography, 
index. (#2) 

Auschwitz Ides: Legends. Ides and 

Prejudices on the Holocaust. By C. 

Mattogno and G. Rudolf. The falla¬ 
cious research and alleged “refuta¬ 
tion” of Revisionist scholars by French 
biochemist G. Wellers (attacking 
Leuchter’s famous report), Polish 
chemist Dr. J. Markiewicz and U.S. 
chemist Dr. Richard Green (taking on 
Rudolfs chemical research). Dr. John 
Zimmerman (tackling Mattogno on 
cremation issues), Michael Shermer 
and Alex Grobman (trying to prove it 
all), as well as researchers Keren, Mc¬ 
Carthy and Mazal (how turned cracks 
into architectural features), are ex¬ 
posed for what they are: blatant and 
easily exposed political lies created to 
ostracize dissident historians. 3rd ed., 
398 pages, b&w illustrations, index. 
(#18) 

Auschwitz: The Central Construction 

Office. By C. Mattogno. Based upon 
mostly unpublished German wartime 
documents, this study describes the 
history, organization, tasks and pro¬ 
cedures of the one office which was 
responsible for the planning and con¬ 
struction of the Auschwitz camp com¬ 
plex, including the crematories which 
are said to have contained the “gas 
chambers.” 2nd ed., 188 pages, b&w 
illustrations, glossary, index. (#13) 
Garrison end Headquarters Orders of 

the Auschwitz Camp. By C. Mattogno. 
A large number of all the orders ever 
issued by the various commanders of 
the infamous Auschwitz camp have 
been preserved. They reveal the true 
nature of the camp with all its daily 
events. There is not a trace in these 
orders pointing at anything sinister 
going on in this camp. Quite to the 
contrary, many orders are in clear 
and insurmountable contradiction 
to claims that prisoners were mass 
murdered. This is a selection of the 
most pertinent of these orders to¬ 
gether with comments putting them 
into their proper historical context. 
(Scheduled for late 2018; #34) 
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Special Treatment in Auschwitz: 

Origin artil Meaning of a Term. By C. 

Mattogno. When appearing in Ger¬ 
man wartime documents, terms like 
“special treatment,” “special action,” 
and others have been interpreted as 
code words for mass murder. But that 
is not always true. This study focuses 
on documents about Auschwitz, show¬ 
ing that, while “special” had many 
different meanings, not a single one 
meant “execution.” Hence the prac¬ 
tice of deciphering an alleged “code 
language” by assigning homicidal 
meaning to harmless documents - a 
key component of mainstream histori¬ 
ography - is untenable. 2nd ed., 166 
pages, b&w illustrations, bibliogra¬ 
phy, index. (#10) 

Healthcare at Auschwitz. By C. Mat¬ 
togno. In extension of the above study 
on Special Treatment in Auschwitz, 
this study proves the extent to which 
the German authorities at Auschwitz 
tried to provide appropriate health 
care for the inmates. In the first part 
of this book, the author analyzes the 
inmates’ living conditions as well 
as the various sanitary and medical 
measures implemented to maintain or 
restore the inmates’ health. The sec¬ 
ond part explores what happened in 
particular to those inmates registered 
at Auschwitz who were “selected” or 
subject to “special treatment” while 
disabled or sick. The comprehen¬ 
sive documentation presented shows 
clearly that everything was tried to 
cure these inmates, especially under 
the aegis of Garrison Physician Dr. 
Wirths. The last part of this book is 
dedicated to the remarkable personal¬ 
ity of Dr. Wirths, the Auschwitz gar¬ 
rison physician since 1942. His reality 
refutes the current stereotype of SS 
officers. 398 pages, b&w illustrations, 
bibliography, index. (#33) 

Dehtinkinfr the Biinkera nf Auschwitz: 

Black Pmpaf^nHa vs. History. By 
Carlo Mattogno. The bunkers at Aus¬ 
chwitz, two former farmhouses just 
outside the camp’s perimeter, are 
claimed to have been the first homi¬ 
cidal gas chambers at Auschwitz spe¬ 
cifically equipped for this purpose. 
With the help of original German 
wartime files as well as revealing air 
photos taken by Allied reconnaissance 
aircraft in 1944, this study shows 
that these homicidal “bunkers” never 
existed, how the rumors about them 
evolved as black propaganda created 
by resistance groups in the camp, and 
how this propaganda was transformed 
into a false reality. 2nd ed., 292 pages, 
b&w illustrations, bibliography, in¬ 
dex. (#11) 


Auschwitz: The First Gassinfr. Ru¬ 

mor and Reality. By C. Mattogno. The 
first gassing in Auschwitz is claimed 
to have occurred on Sept. 3, 1941, in 
a basement room. The accounts re¬ 
porting it are the archetypes for all 
later gassing accounts. This study 
analyzes all available sources about 
this alleged event. It shows that these 
sources contradict each other in loca¬ 
tion, date, victims etc, rendering it im¬ 
possible to extract a consistent story. 
Original wartime documents inflict 
a final blow to this legend and prove 
without a shadow of a doubt that this 
legendary event never happened. 3rd 
ed., 190 pages, b&w illustrations, bib¬ 
liography, index. (#20) 

Auschwitz: Crematorium I and the 

Alleged Homicidal Gassinfrs. By C. 

Mattogno. The morgue of Cremato¬ 
rium I in Auschwitz is said to be the 
first homicidal gas chamber there. 
This study investigates all statements 
by witnesses and analyzes hundreds 
of wartime documents to accurately 
write a history of that building. Where 
witnesses speak of gassings, they are 
either very vague or, if specific, con¬ 
tradict one another and are refuted 
by documented and material facts. 
The author also exposes the fraudu¬ 
lent attempts of mainstream histo¬ 
rians to convert the witnesses’ black 
propaganda into “truth” by means of 
selective quotes, omissions, and dis¬ 
tortions. Mattogno proves that this 
building’s morgue was never a homi¬ 
cidal gas chamber, nor could it have 
worked as such. 2nd ed., 152 pages, 
b&w illustrations, bibliography, in¬ 
dex. (#21) 

Auschwitz: Open Air Incinerations. 

By C. Mattogno. In spring and sum¬ 
mer of 1944, 400,000 Hungarian Jews 
were deported to Auschwitz and alleg¬ 
edly murdered there in gas chambers. 
The Auschwitz crematoria are said 
to have been unable to cope with so 
many corpses. Therefore, every single 
day thousands of corpses are claimed 
to have been incinerated on huge 
pyres lit in deep trenches. The sky 
over Auschwitz was covered in thick 
smoke. This is what some witnesses 
want us to believe. This book examines 
the many testimonies regarding these 
incinerations and establishes whether 
these claims were even possible. Using 
air photos, physical evidence and war¬ 
time documents, the author shows that 
these claims are fiction. A new Appen¬ 
dix contains 3 papers on groundwater 
levels and cattle mass burnings. 2nd 
ed., 202 pages, b&w illustrations, bib¬ 
liography, index. (#17) 
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The Cremation Furnaces of Ausch¬ 

witz. By Carlo Mattogno & Franco 
Deana. An exhaustive study of the 
history and technology of cremation 
in general and of the cremation fur¬ 
naces of Auschwitz in particular. On 
a vast base of technical literature, 
extant wartime documents and mate¬ 
rial traces, the authors can establish 
the true nature and capacity of the 
Auschwitz cremation furnaces. They 
show that these devices were inferior 
make-shift versions of what was usu¬ 
ally produced, and that their capacity 
to cremate corpses was lower than 
normal, too. 3 vols., 1198 pages, b&w 
and color illustrations (vols 2 & 3), 
bibliography, index, glossary. (#24) 

Curated Ldes: The Auschwitz Muse¬ 

um’s Misrepresentations. Distortions 
and Deceptions. By Carlo Mattogno. 
Revisionist research results have put 
the Polish Auschwitz Museum under 
pressure to answer this challenge. 
They’ve answered. This book analyz¬ 
es their answer and reveals the ap¬ 
pallingly mendacious attitude of the 
Auschwitz Museum authorities when 
presenting documents from their ar¬ 
chives. 248 pages, b&w illustrations, 
bibliography, index. (#38) 

Deliveries of Coke. Wood and Zvklon B 

to Auschwitz: Neither Proof Nor Trace 

for the Holocaust. By Carlo Mattogno. 
Researchers from the Auschwitz Mu¬ 
seum tried to prove the reality of mass 
extermination by pointing to docu¬ 
ments about deliveries of wood and 
coke as well as Zyklon B to the Aus¬ 
chwitz Camp. If put into the actual 
historical and techni¬ 
cal context, however, 
these documents 
prove the exact op¬ 
posite of what these 
orthodox researchers 
claim. Ca. 250 pages, 
b&w illustrations, 
bibliography, index. 

(Scheduled for early 
2019; #40) 

SECTION FOUR: 

Witness Critique 

Holocaust High Priest: Ehe Wiesel. 

Night, the Memory Cult, and the 

Rise of Revisionism. By Warren B. 
Routledge. The first unauthorized 
biography of Wiesel exposes both his 
personal deceits and the whole myth 
of “the six million.” It shows how Zi¬ 



onist control has allowed Wiesel and 
his fellow extremists to force leaders 
of many nations, the U.N. and even 
popes to genuflect before Wiesel as 
symbolic acts of subordination to 
World Jewry, while at the same time 
forcing school children to submit to 
Holocaust brainwashing. 468 pages, 
b&w illust., bibliography, index. (#30) 

Auschwitz: Confessions and Testi¬ 

monies. By Jurgen Graf. The tradi¬ 
tional narrative of what transpired 
at the infamous Auschwitz Camp dur¬ 
ing WWII rests almost exclusively on 
witness testimony. This study critical¬ 
ly scrutinizes the 40 most important 
of them by checking them for internal 
coherence, and by comparing them 
with one another as well as with other 
evidence such as wartime documents, 
air photos, forensic research results, 
and material traces. The result is dev¬ 
astating for the traditional narrative. 
(Scheduled for late-2018; #36) 

Commandant of Auschwitz: Rudolf 

Hoss. His Torture and His Forced 

Confessions. By Carlo Mattogno & Ru¬ 
dolf Hoss. From 1940 to 1943, Rudolf 
Hoss was the commandant of the infa¬ 
mous Auschwitz Camp. After the war, 
he was captured by the British. In the 
following 13 months until his execu¬ 
tion, he made 85 depositions of vari¬ 
ous kinds in which he confessed his 
involvement in the “Holocaust.” This 
study first reveals how the British tor¬ 
tured him to extract various “confes¬ 
sions.” Next, all of Hoss’s depositions 
are analyzed by checking his claims 
for internal consistency and compar¬ 
ing them with established historical 
facts. The results are eye-opening... 
402 pages, b&w illust., bibliography, 
index. (#35) 

An Auschwitz Doctor’s Eyewitness Ac¬ 

count: The Tall Tales of Dr. Mengele’s 
Assistant Analyzed. By Miklos Nyiszli 
& Carlo Mattogno. Nyiszli, a Hungar¬ 
ian physician, ended up at Auschwitz 
in 1944 as Dr. Mengele’s assistant. Af¬ 
ter the war he wrote a book and sev¬ 
eral other writings describing what he 
claimed to have experienced. To this 
day some traditional historians take 
his accounts seriously, while others 
reject them as grotesque lies and ex¬ 
aggerations. This study presents and 
analyzes Nyiszli’s writings and skill¬ 
fully separates truth from fabulous 
fabrication. 484 pages, b&w illust., 
bibliography, index. (#37) 
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Books by and from Castle Hill Publishers 

Below please find some of the books published or distributed by Castle Hill Publishers in the United 
Kingdom. For our eurrent and eomplete range of produets visit our web store at shop.eodoh.eom. 

Thomas Dalton, The Holocaust: An Introduction 

The Holocaust was perhaps the greatest crime of the 20th century. Six million Jews, 
we are told, died by gassing, shooting, and deprivation. But: Where did the six million 
figure come from? How, exactly, did the gas chambers work? Why do we have so little 
physical evidence from major death camps? Why haven’t we found even a fraction of the 
six million bodies, or their ashes? Why has there been so much media suppression and 
governmental censorship on this topic? In a sense, the Holocaust is the greatest murder 
mystery in history. It is a topic of greatest importance for the present day. Let’s explore 
the evidence, and see where it leads. 128 pp. pb, 5”x8”, ill., bibl., index 

Carlo Mattogno, Three-Quarter Century of 

Propaganda: Origins, Development and Decline of the “Gas Chamber” Propaganda Lie 

During the war, wild rumors were circulating about Auschwitz: that the Germans were 
testing new war gases; that inmates were murdered in electrocution chambers, with gas 
showers or pneumatic hammer systems; that living people were sent on conveyor belts 
directly into cremation furnaces; that oils, grease and soap were made of the mass- 
murder victims. Nothing of it was true. When the Soviets captured Auschwitz in early 
1945, they reported that 4 million inmates were killed on electrocution conveyor belts 
discharging their load directly into furnaces. That wasn’t true either. After the war, “wit¬ 
nesses” and “experts” repeated these things and added more fantasies: mass murder with 
gas bombs, gas chambers made of canvas; carts driving living people into furnaces; that 
the crematoria of Auschwitz could have cremated 400 million victims... Again, none of 
it was true. This book gives an overview of the many rumors, myths and lies about Aus¬ 
chwitz which mainstream historians today reject as untrue. It then explains by which 
ridiculous methods some claims about Auschwitz were accepted as true and turned into “history,” although 
they are just as untrue. 125 pp. pb, 5”x8”, ill., bibl., index, b&w ill. 

Wilhelm Staglich, Auschwitz: A Judge Looks at the Evidence 

Auschwitz is the epicenter of the Holocaust, where more people are said to have been 
murdered than anywhere else. At this detention camp the industrialized Nazi mass mur¬ 
der is said to have reached its demonic pinnacle. This narrative is based on a wide 
range of evidence, the most important of which was presented during two trials: the 
International Military Tribunal of 1945/46, and the German Auschwitz Trial of 1963- 
1965 in Frankfurt. 

The late Wilhelm Staglich, until the mid-1970s a German judge, has so far been the 
only legal expert to eritically analyze this evidence. His research reveals the incredibly 
scandalous way in which the Allied victors and later the Gennan judicial authorities 
bent and broke the law in order to come to politically foregone conclusions. Staglich 
also exposes the shockingly superficial way in which historians are dealing with the 
many incongruities and discrepancies of the historical record. 

3rd edition 2015, 422 pp., 6“x9“, pb, b&w ill. 

Gerard Menuhin: Tell the Truth & Shame the Devil 

A prominent Jew from a famous family says the “Holocaust” is a wartime propaganda 
myth which has turned into an extortion racket. Far from bearing the sole guilt for start¬ 
ing WWII as alleged at Nuremberg (for which many of the surviving German leaders 
were hanged) Germany is mostly innocent in this respect and made numerous attempts 
to avoid and later to end the confrontation. During the 1930s Germany was confronted 
by a powerful Jewish-dominated world plutocracy out to destroy it... Yes, a prominent 
Jew says all this. Accept it or reject it, but be sure to read it and judge for yourself! 

The author is the son of the great American-bom violinist Yehudi Menuhin, who, 
though from a long line of rabbinical ancestors, fiercely criticized the foreign policy of 
the state of Israel and its repression of the Palestinians in the Holy Land. 

4th edition 2017, 432 pp. pb, 6”x9”, b&w ill. 

For prices and availability see www.shop.codoh.com or write to: CHP, PO Box 243, Uckfield, TN22 9AW, UK 
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Germar Rudolf, Bungled: “Denying the Holocaust” How Deborah Upstadt Botched 
Her Attempt to Demonstrate the Growing Assault on Truth and Memory 

With her book Denying the Holocaust, Deborah Lipstadt tried to show the flawed 
methods and extremist motives of “Holocaust deniers.” This book demonstrates that 
Dr. Lipstadt clearly has neither understood the principles of science and scholarship, 
nor has she any clue about the historical topics she is writing about. She misquotes, 
mistranslates, misrepresents, misinterprets, and makes a plethora of wild claims with¬ 
out backing them up with anything. Rather than dealing thoroughly with factual argu¬ 
ments, Lipstadt’s book is full of ad hominem attacks on her opponents. It is an exercise 
in anti-intellectual pseudo-scientific arguments, an exhibition of ideological radicalism 
that rejects anything which contradicts its preset conclusions. F for FAIL 
2nd ed., 224 pp., 5“x8“, pb, bibl., index, b&w ill. 

Carolus Magnus, Bungled: “Denying History”. How Michael Shermer and Alex 
Grobman Botched Their Attempt to Refute Those Who Say the Holocaust Never Happened 

Skeptic Magazine editor Michael Shermer and Alex Grobman from the Simon Wiesen- 
thal Center wrote a book in 2000 which they claim is “a thorough and thoughtful answer 
to aU the claims of the Holocaust deniers.” In 2009, a new “updated” edition appeared 
with the same ambitious goal. In the meantime, revisionists had published some 10,000 
pages of archival and forensic research results. Would their updated edition indeed an¬ 
swer all the revisionist claims? In fact, Shermer and Grobman completely ignored the 
vast amount of recent scholarly studies and piled up a heap of falsifications, contortions, 
omissions, and fallacious interpretations of the evidence. Finally, what the authors claim 
to have demolished is not revisionism hut a ridiculous parody of it. They ignored the 
known unreliability of their cherry-picked selection of evidence, utilizing unverified 
and incestuous sources, and obscuring the massive body of research and all the evidence 
that dooms their project to failure. F for FAIL 

162 pp., 5“x8“, pb, bibl., index, b&w ill. 

Carolus Magnus, Bungled: “Debunking Holocaust Denial Theories”. How 

James and Lance Morcan Botched Their Attempt to Affirm the Historicity of the Nazi Genocide 

The novelists and movie-makers James and Lance Morcan have produced a book “to 
end [Holocaust] denial once and for all.” To do this, “no stone was left unturned” to 
verify historical assertions by presenting “a wide array of sources” meant “to shut down 
the debate deniers wish to create. One by one, the various arguments Holocaust deniers 
use to try to discredit wartime records are carefully scrutinized and then systemati¬ 
cally disproven.” It’s a lie. First, the Morcans completely ignored the vast amount of re¬ 
cent scholarly studies published by revisionists; they didn’t even identify them. Instead, 
they engaged in shadowhoxing, creating some imaginary, bogus “revisionist” scarecrow 
which they then tore to pieces. In addition, their knowledge even of their own side’s 
source material was dismal, and the way they backed up their misleading or false claims 
was pitifully inadequate. F for FAIL. 

144 pp., 5“x8“, pb, bibl., index, b&w ill. 

Joachim Hoffmann, Stalin’s War of Extermination 1941-1945 

A German government historian documents Stalin’s murderous war against the Ger¬ 
man army and the Gennan people. Based on the author’s lifelong study of Gennan and 
Russian military records, this book reveals the Red Army’s grisly record of atrocities 
against soldiers and civilians, as ordered by Stalin. Since the 1920s, Stalin planned to 
invade Western Europe to initiate the “World Revolution.” He prepared an attack which 
was unparalleled in history. The Germans noticed Stalin’s aggressive intentions, but 
they underestimated the strength of the Red Army. What unfolded was the most-cruel 
war in history. This book shows how Stalin and his Bolshevik henchman used unim¬ 
aginable violence and atrocities to break any resistance in the Red Army and to force 
their unwilling soldiers to fight against the Germans. The book explains how Soviet 
propagandists incited their soldiers to unlimited hatred against everything Gennan, and 
he gives the reader a short but extremely unpleasant glimpse into what happened when these Soviet soldiers 
finally reached German soil in 1945: A gigantic wave of looting, arson, rape, torture, and mass murder... 

428 pp. pb, 6“x9“, bibl., index, b&w ill. 

For prices and availability see www.shop.codoh.com or write to: CHP, PO Box 243, Uckfield, TN22 9AW, UK 
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Udo Walendy, Who Started World War H: Truth for a War-Torn World 

For seven decades, mainstream historians have insisted that Germany was the main, 
if not the sole culprit for unleashing World War II in Europe. In the present book this 
myth is refuted. There is available to the public today a great number of documents on 
the foreign policies of the Great Powers before September 1939 as well as a wealth of 
literature in the form of memoirs of the persons directly involved in the decisions that 
led to the outbreak of World War II. Together, they made possible Walendy’s present 
mosaic-like reconstruction of the events before the outbreak of the war in 1939. This 
book has been published only after an intensive study of sources, taking the greatest 
care to minimize speculation and inference. The present edition has been translated 
completely anew from the German original and has been slightly revised. 

500 pp. pb, 6”x9”, index, bibl., b&w ill. 

Germar Rudolf: Resistance is Obligatory! 

In 2005 Rudolf, a peaceful dissident and publisher of revisionist literature, was kid¬ 
napped by the U.S. government and deported to Germany. There the local lackey re¬ 
gime staged a show trial against him for his historical writings. Rudolf was not permit¬ 
ted to defend his historical opinions, as the German penal law prohibits this. Yet he 
defended himself anyway: 7 days long Rudolf held a speech in the court room, during 
which he proved systematically that only the revisionists are scholarly in their attitude, 
whereas the Holocaust orthodoxy is merely pseudo-scientific. He then explained in 
detail why it is everyone’s obligation to resist, without violence, a government which 
throws peaceful dissident into dungeons. When Rudolf tried to publish his public de¬ 
fence speech as a book from his prison cell, the public prosecutor initiated a new crimi¬ 
nal investigation against him. After his probation time ended in 2011, he dared publish 
this speech anyway... 

_ 2nd ed. 2016, 378 pp., 6“x9“, pb, b&w ill. _ 

Germar Rudolf, Hunting Germar Rudolf: Essays on a Modern-Day Witch Hunt 

German-born revisionist activist, author and publisher Germar Rudolf describes which events made him con¬ 
vert from a Holocaust believer to a Holocaust skeptic, quickly rising to a leading person¬ 
ality within the revisionist movement. This in turn unleashed a tsunami of persecution 
against him: loss of his job, denied PhD exam, destruction of his family, driven into 
exile, slandered by the mass media, literally hunted, caught, put on a show trial where 
filing motions to introduce evidence is illegal under the threat of further proseuction, 
and finally locked up in prison for years for nothing else than his peaceful yet controver¬ 
sial scholarly writings. In several essays, Rudolf takes the reader on a journey through 
an absurd world of government and societal persecution which most of us could never 
even fathom actually exists.... 

304 pp., 6“x9“, pb, bibl., index, b&w ill. 

Germar Rudolf, The Day Amazon Murdered History 

Amazon is the world’s biggest book retailer. They dominate the U.S. and several foreign 
markets. Pursuant to the 1998 declaration of Amazon’s founder Jeff Bezos to offer “the 
good, the bad and the ugly,” customers once could buy every book that was in print and 
was legal to sell. However, in early 2017, a series of anonymous bomb threats against 
Jewish community centers occurred in the U.S., fueling a campaign by Jewish groups 
to coax Amazon into banning revisionist writings, false portraing them as anti-Semitic. 

On March 6, 2017, Amazon caved in and banned more than 100 books with dissenting 
viewpoints on the Holocaust. In April 2017, an Israeli Jew was arrested for having placed 
the fake bomb threats, a paid “service” he had offered for years. But that did not change 
Amazon’s mind. Its stores remain dosed for history books Jewish lobby groups disap¬ 
prove of. This book accompanies the documentary of the same title. Both reveal how revisionist publications 
had become so powerfully convincing that the powers that be resorted to what looks like a dirty false-flag 
operation in order to get these books banned from Amazon... 

128 pp. pb, 5”x8”, bibl., b&w ill. 
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